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—a long lighting-fixture 


at a “short’’ price: 


the new 


Sold and installed oniy by 
the better electrical whole- 
salers and contractors 


Slimline WARSI TT 
various ne PCr lengths Up lo Efe 


ECONOMY 

Long fixtures mean fewer fixtures required—fewer fixtures to buy, to install, 

to lamp, to re-lamp. And the LEADER Slimline VARSITY —a quality-built fixture— 
is priced to fit tight budgets. In every way, an economy buy‘ 

SLIMLINE LAMP ADVANTAGES 

Instant-starting ... more light per watt long life handsome appearance... 
easier maintenance—single pin bases permit easy, quick relamping . 

Choice of brightness levels—more accurate light control 

**40-60"' LIGHT DISTRIBUTION 

Due to its efficient design, the Slimline VARSITY illuminates directly and 
indirectly. 600% direct light is cast downward. 40% indirect light is cast 

upward minimum shadow. 

MODERN BEAUTY 

A streamlined, sleek avenue of light that shouts “up-to-date” in every way. 

A long, glossy, baked-enamel fixture—beautiful in its simplicity 

at a beautifully low price. 


No. V-280 Slimline VARSITY Specifications: 

Fittings for two 75-watt Slimline lamps—ovoilable in various lengths up to 96” 
Instent-start, 100, 200, 300 and 425 milliampere operation. 18 gouge steel housing 
and channel. High-gloss boked enamel finish. 110-125 volts, 60 cycle A.C. Other 
voltages available 


LEADER ELECTRIC COMPANY 
3500 NORTH KEDZIE AVENUE - CHICAGO 18, ILLINOIS 
Leader Electric—Western: 800 One Hundredth Ave., Oakland 3, Cal. 





ELECTRICAL WHOLESALERS 
—Ads like this are creating 
demand for Economy "De-Lay” 
Renewable Fuses and Renewal 
Links. Be sure you have 
sufficient stocks in all 

standard sizes to supply the 
demand for Economy ‘'De-Lay” 


Fuses promptly. 


ECONOMY 
“De-Lay” Fuses 
Stop Work 
Interruptions 


High Speed Electric Resistance Welders at Burgess-Norton Mfg. Co 
operations, interruptions caused by unnecessary ‘blows’ in electrical 
disrupt schedules all along the assembly line, and are very costly 


You can prevent interruptions caused by needless “blows,'’ due 
to momentary overloads, by using "De-Lay’’ Fuses in all circuits. 


Modern ECONOMY 
De-Lay Fuses 


Most of these "blows" take place in the 135 to 200°, overload 
range, for which Economy ''De-Lay" Fuses are specifically de- 
signed. 


Leading Electrical Wholesalers are stocked to supply you promptly 
with Economy "De-Lay'’ Renewable Fuses and Renewal Links. 


Send for Latest Catalog ECONOMY “DE-LAY” 


ECONOMY FUSE & MFG. CO. RENEWABLE CARTRIDGE FUSES and RENEWAL LINKS 
2717 GREENVIEW AVE. CHICAGO 14, ILL. 
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FEDERAL ~e*-« 


NEW PRODUCTS BULLETIN 





This bookser eas bUSimess 





Send for your copy today ... 10 new developments 


that build sales 


IN WORDS AND PICTURES this booklet tells all about 
Federal Noark’s ten most recent developments the big 
fest opportunity for electrical wholesalers in many years 
All of these new developments are natural born sales leaders 
They have exclusive advantages for everyone who installs 
and uses control equipment, and are beyond question the 
best values and the best buys on the market today. 

In addition, several of these developments make it pos 
sible for wholesalers to give better and faster service, yet, at 
the same time, to carry smaller stocks, save warehouse and 


shelving space and reduce their investment The new 


Noark Flexunit, for one example, enables the wholesaler to 
itter a complete line of Plug-In Distribution Panelboards 
for assembly in any desired combination of fusible switches 
in a few minutes waiting for factory assemblies is elimi 
nated... 
standard parts. Wholesalers get a bigger margin of profit 


it is necessary to carry only a small stock of 


the panelboards cost the user less! 

Mail coupon on next page for booklet, “Add to You 
Profits”. You'll soon find yourself cashing in on Federal 
Noark design and engineering leadership. Federal Noark is 
the fastest growing line in the field today 
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] New Noork Flexunit vy ay seem me 
exible! Permits 


Panelboord. Amazingly 
Iboard + 


bled 





... prices are lowest obtainable. 


New Noork Protectit. Fractional horse- 
power, monual motor starter with ao 
remorkable binoti tages: 
double-break silver contacts . . . automatic 
reset after tripping . . . bimetallic over- 





load element . . . interchangeable heaters. 





} New Noork 100 Ampere Pull Switch. An 
i extremely compact device, specially de- 
signed for service in small spaces. No 
hinged joints to heat up or get out of 
order. Completely deod-front, even with 
puller head out. 


1f) New Noark AT Wiring Troughs. 4x 4” 
1U and 6x6 wiring troughs . . . re- 
morkably easy to erect and wire even 
under the most complex conditions. Swivel 
arms lock wires in . . . and there's o com- 
plete range of occessories. 


] ° with any 
desired combination of fusible pull switches 
in a few minutes. Slashes installation costs 


yb Noork Front-Operated Safely 
Switch. Safest, most modern Safety 
Switch ever built! Coolest operation is in- 
sured by special construction features: only 
two pressure joints per pole . unique 
fuse holder. Blades ore visible. 


New Type NTPS Panelboord Enclosures. 

Unique, removable picture-type frame 
makes every new NTPS enclosure a “‘com- 
bination enclosure” for either flush or sur- 
face mounting. NTPS line expanded to 
include 16 ond 20 circuit panelboards. 


* Two New Noork Heavy Duty Push But- 
ton Stations. (a) NEMA VII, for hazard- 
ous locotions — cast enclosures with lever 
type, threaded bushing push buttons 
(b) Weatherproof in Type D NEMA Type IV 
and V with changeable designations 


" “a P 
Federal Electric ! 
50 Paris Street, Newark 5, N. J. 


Gentlemen 
describing 10 new 


sales builders 
Name—— 

Company 

Address 


City— 


roducts Company 


Please send my free 


New Noork QL Ponelette. Gives you a 
3 new high in circuit expansion possibili 
ties! By inserting superior Noork Quicklog 
Circuit Breakers of the desired calibrations 
in @ QL Panelette thousands of circuit com 
binations are attainable! 


New Noork 100 Amp. Main-and-Range 
6 Pull Switch for loads required by new 
residential construction; it has 100 amp. 
main; two 60 amp. pullouts; 10 plug fuses. 
Extended solid-neutral construction simpli- 
fies wiring and wire identification. 


Q New Noork 30 Amp. Open Knifeblade 
~ Type D Switch. Just whet electricians 
hove olways wanted! . . . o switch in which 
the blade action is visible. As the illustro- 
tion shows, the blodes are in full view and, 
the switch provides ample wiring space. 


of “Add to Your Profits,” 


FEDERAL ~ OARK 





10 NEW SALES BUILDERS 


Complete line of Federal Electric Products includes Motor Controls, Safety Switches, Service Equipment 
Circuit Breakers, Panelboards, Switchboards, Control Centers, Bus Duct * Sales offices in principal cities 
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f this new switch line is refle 


guaseee Ae Saee eee 
FEE Ee '. 
CEH He 

SQUARE D’s Hew aie 

tonal) 

SWITCHES Ti : 

*Types A, C and D 4 
+ Backed by AO years’ HH 
H DESIGN LEADER SHIP ioe 

te cted in these ro 


The remarkable superiority © 
ing features: 
1 checks of swite 


DEAD-FRONT line 
tected by hinged are chamber cover- 
MAGNETIC ARC PLATE adds to uD- 
usually high rupturing capacity: 

RESSURE jaws and fuse 
4inforced, silver-plated 


NG insulation 
+ cross-bar 


d operatin 
h operation. 
g are pro- 


TYPE A design an 


RN STYLING is 
terminal 


MODE both functiona 
and attractive. 
COMPACTNESS 
sacrifice of wiring Co 
FULL COVER INTERLOCK has attac h 
that locks switch “On” or posiTIvVE P 
> with 1, 2, 8 or 4 padlo ks of clips, steel re 
any size OT shape NON-TRACK! 


NISM Vas : _Melamine ins 
no dead center. gEemOovABLe PRESSURE 
SILVER-PLATED « urren 
ADES permit 
liffer in construct 


Ed 
rit substitution o 
EXPOSED Bt 
* Types and D similar to Type Ain appearance—< 
NOW in production: 30, 60, 100 and 200 ampere sizes 
a aaa | Write for Bulletin 3100 + Square D Company: 6060 Rivard Street, Detroit 11, Michigo" 


MILWAUKEE 


obt ained W ithout 


nvenience- 
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“OFF 
nearly used in 
SIMPLE MECHA 


weak action 


make base 
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where preferred. 
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WHEN WE SELL TOGETHER 
WE PROFIT TOGETHER 


When you team up with United States Rubber Company in selling 
wire and cable, you find yourself in an entirely new kind of Electrical 
SIDE BY SIDE Distributing. And it means more profit! 
First, you find that the ‘‘U. S.”” Salesman works side by side with 
SELLING THIS GREAT you in your selling efforts. You are dealing with a manufacturer who 
WIRE AND CABLE LINE knows the vital part you, the distributor, plays. You do your part by 
carrying inventories, handling credit and collection jobs, helping 
Laytex RU and RUW Building Wires : 
a build up new products, new markets. 
All standard types of Building Wires and fi Spe i 
Cables (R, RH, RW, T, TW, etc.) Second, as a “U.S.” Distributor, you handle products that sell 
Laytex Service Entrance Cables quickly and heavily because they are beyond competition. Laytex RU, 
Aluminum Wires and Cables world’s finest branch circuit wire; Laytex RUW, the wire whose 
Underground ond Overhead Cables insulation resistance increases in wet locations; the famous Royal 
Mining Machine and Locemotive Cables 4 
Electrix Plugs Master Portable Cord and the new Neoprene Covered Service 
Royal Master Portable Cords Entrance Cable are typical examples. Consistent strong advertise- 
and many other types of electrical wires ments spotlight these products in leading trade publications, working 
and cables : 
for you and with you 
MADE BY As a Distributor, you should take advantage of this opportunity 
to team up with “U.S.” for profit. Write today to Electrical Wire 
and Cable Department, United States Rubber Company, Rockefeller 
Center, New York 20, N. Y. 


UNITED STATES 
RUBBER COMPANY 
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ON TV 
# . FORGE 
~ .3 ome 


EVERY SUNDAY NIGHT 





RED 








WARING, 


AND HIS = 
PENNSYLVANIANS 




















. < GE LAMPS SELL ON SIGHT: 


You can put your confidence in— 








GENERAL @@ ELECTRIC 





G.E.s BRIGHTEN-UP 
MEANS PLENTY OF 


IT’S GENERAL ELECTRIC LAMPS’ NEW “SPRING SHOWER 


—4 


= wa, LAMP 
PROMOTIONS | 


genena @ ELECTRIC 








Here’s the ad When people brighten up their homes April 10th in Life; April 22nd in The 


for Spring, that’s the time for extra Saturday Evening Post; May Ist in Life; 

° h ill lamp profits for you! And this big ad- May 14th in This Week; May 21st in 
campaign t at wi vertising campaign will help you get Parade. Plus spot radio announcements 
em! Full color ads appear April 2nd and commercials on the Fred Waring 


bring a flood of sales! in This Week; April 9th in Parade; television show! 


4 OUT OF 5 PREFER G-E LAMPS”... 


*In a recent nationwide survey made by the Psychological Corporation, 2500 persons were asked, 


“What brand of light bulb do you prefer to buy?” 4 out of 5 choosing a brand chose G.E. 
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TIME PROMOTION 
PROFITS FOR YOU! 


OF G-E LAMP VALUES”... APRIL 3 TO MAY 20 


Here is the display Bright, colorful counter cards! Window 


streamers and wall banners! Special dis 
k t h | play pieces! Everything your lamp agents 
pac age .¢) e p your need to catch their share of Brighten-Up 


Time's rain of profits! Make sure they have 


dealers cash in! plenty of G-E Lamps in all popular sizes 


A NEW KIND OF G-E LAMP TO SPARK AGENTS’ 
SALES! General Electric's new White 
lamp balb gives softer shadows and less 
glare because it's ‘all-over bright’’. Now 
being featured in G-E Lamp adver- 9 
tising. Retails at 20c plus tax. 

( 


\ / 


that’s why they SELL ON SIGHT! 
GENERAL @@) ELECTRIC 
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You always find the EXACTLY RIGHT 
TERMINAL-—in the Complete line 


Shown above, at center, is one of the various Multi-Slit Tapered Sleeve lugs in the Penn-Union 
catalog. You'll also find E-Z lugs with Post-and-Nut, Vi-tite, Multifit, and numerous clamp types. 
These pictures can merely suggest the variety. 


Below are shown Thread-On, Shrink Fit and screw types, soldering lugs, a wide selection 
of sheet metal terminals, etc. Penn-l/nion makes the terminal you need. 
Also, Tee Connectors; Cable Taps; Straight, Parallel, Elbow and Cross Connec- 
tors; Bus Supports, Clamps, Spacers; Grounding Clamps; Service Connectors, 
etc, 
Penn-Union fittings are the choice of leading users, who have found 
that if Penn-Union made it, it’s dependable — mechanically and 
electrically. 


Sold by Leading Wholesalers 


PENN-UNION ELECTRIC CORP. 
ERIE, PA. 


Canada: Dominion Cutout Company, Ltd. ' 
250 Richmond St. West, Toronto 
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Type NMO MULTI-BREAKER Pluo-in’ 


/. Select Multi-Breaker units required by job 


2. Assemble units to panel by 
“plugging in 


3. Wire them 
CUTLER-HAMMER 


-REAKERPANE! 


Cutler-Hammer Type NMO Break- 
erpanels make it easy to “‘tailor’’ the 
circuit requirements of each job 
either when the panel is first installed 

. or at any time later when the re- 
quirements of one or more of the 
circuits has changed. How is this 
done? It is very simple!! The Multi- 
Breaker unit serving each circuit just 
plugs into place. Where you want a 
15 ampere breaker, you plug in a 
unit containing the exact number of 
15 ampere single pole breakers re- 
quired up to four. These four pole 
units are available in 17 different cir- 
cuit combinations making it possible 
to obtain the exact quantity and rat- 
ing of branch circuits with a min- 
imum of effort. 

Wiring these Type NMO Multi- 
Breaker units is also a cinch. You 
can wire them right in your hends 
before you plug them in... or you 
can simply swing them out for wiring 

as shown, using one of the 
positive pressure contact 
jaws turning on the silvered 
bus bar as a hinge. And de- 
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spite the small size of these Breaker- 
panels that better utilize wall and 
column space, you get much more 
gutter space (5'%" in the 15” box) 
with more circuits. The narrow 
column type actually has double the 
number of circuits previously avail- 
able in cabinets of similar height 

Cutler-Hammer Type NMO 
Plug-In’’ Breakerpanels are now 
offered in sizes with from 8 to 42 
single pole branch circuits in incre 
ments of 2. They are available in 
120 240 Volts a.c., with 50, 100 and 
200 ampere mains (lugs or circuit 
breaker) with 15, 20 and 30 ampere 
single and double-pole branch cir 
cuits; also, 40 and 50 ampere double 
pole branch circuits each of which 
however, occupies the same space as 
four single pole 15 ampere breakers 
Multi-Breaker units are of the ther 
mal-magnetic type that provide a 
ig on harmless overloads but instant 
trip on shorts 

Beyond any doubt, this is the finest 


protection, the easic to install, the 
most flexible, the most compact, and 
the most modern it is possible to ob 
tain where a large number of branch 
circuits must be served, as in commer 
cial and industrial buildings, hotels 
schools, hospitals, large homes. et« 
CUTLER-HAMMER, In« 327 
St. Paul Avenue, Milwaukee 1. Wis 


« Plug them in place agoin, 





Hat 
CHAMPION 


regular heat types have been sold with a 


From way back last May, 


Fluorescent Lamps in all 


enaranteed rated life of 7500 hours! On 3 


hour or longer burning cycles. 


WHAT DOES THIS MEAN TO YOU? 
It means new volume and profit. Your cus- 
tomers will be quick to appreciate that 
Champion 7500 Hour Fluorescent Lamps 











give them triple performance at no extra 


cost. It’s a whale of a bargain in better light 


Now 


great 


this 


\ aluc 


1S the time to make the most of 


Fluoresce 


Hour Flu scent 
Tor 


advance nt Lamp 


( ‘ham pion 7500 Lamps 


mean new accounts, vou! 


CHAMPION LAMP WORKS 


Lynn, Massachusetts 


Seem, | eenen, Een ener OO 2° ae ene one 


LAMP CO 
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TYPE CF2-G 


Plug-In” Strip prqvides convenience in location 
through a s-p-r-e-a-df outlets. Outlets every 6”or 18 


A dual-purpose, metal- 
clad, multi-outlet assem- 
bly—two electrical wir- 
ing systems in one. 


Dual Service 
Receptacle 
(Insulator barriers re- 
moved for illustration) 


Pal 


Type CF2-G Grounding “Plug-In” UNLIMITED APPLICATIONS .. . in FACTORIES . . . OFFICES 
. STORES ... HOMES ... HOTELS... APARTMENTS . 


Strip permits use of grounded or un- 
SCHOOLS... HOSPITALS...INSTITUTIONS...° Plug-In” 


grounded devices from the same outlet P 
Strip is a professional material. Consult your electrical contractor 


. Will take either the new Serses ° sane is , 
for installation. Grounding “Plug-In” Strip meets contemplated 


5200 3-blade grounding plug or the we ; tae 
§ § plug revisions in the National Electrical Code covering grounded 


standard 2-blade ungrounded plug. electrical systems. Type CF2-G Grounding “Plug-In” Strip is the 
STEEL FOR PERMANENCE = TUCK CH 204 easiest method of meeting grounding 
requirements. Write for our free folder “Grounding 
GROUNDED FOR SAFETY Plug-In Strip.” 
Listed by 
Underwriters’ ° e 
c= National Electric 


1302 CHAMBER OF COMMERCE BUILDING, PITTSBURGH 19, PENNSYLVANIA 


"very thing in WITING Doings 





INTRODUCING 


DUTCH 
BRAND 


PLASTIX 


ELECTRICAL TAPE 


“ELECTRICAL TAPE 


MADE BY SPECIALISTS IN THE 
MANUFACTURE OF ELECTRICAL TAPES 
FOR FORTY YEARS 


rolls to 
usable 
container! 


DUTCH BRAND PLASTIX ELECTRICAL TAPE is superthin in con- 
struction but high in dielectric resistonce; it is used in those many 
places where space is limited. It stretches and conforms readily 
to irregular surfaces...stands up under severest conditions... 
resists water, oil, acids, alkalies and corrosive chemicals. 
DUTCH BRAND PLASTIX ELECTRICAL TAPE is the result of 
careful study and research and meets the recognized high 
quality standards established by all other DUTCH BRAND 
electrical tapes. 

For complete satisfaction order DUTCH BRAND PLASTIX 
ELECTRICAL TAPE by name. 


FEATURES THESE MANY OUTSTANDING QUALITIES 
ARS REAC --in spite of its strength chemical plants, around machinery, etc. 
ont awed. EXTRA-HIGH DIELECTRIC RESISTANCE, 
NFORMS TO IRREGULAR SURFACE e single thickness resists 8000 volts 


ENTS 
f epEcTRICAL gEauinem 


ywpenstannine ° 


AVAILABLE NOW! 
ORDER TODAY 


superthin, great flexibility and stretch 
make excellent conformity. 
RESISTS WEATHER... rain and rough 
weather do not affect it... favorably 
withstands relatively high or low tem- 
peratures. 
t STS ACIDS ALKALIES CORR 
-wherever present...i 


which is greater than 1000 volts per 
mill of ong 
EXCELLENT HES! » the quality of 
the adhesive ont ¢ the even coating 
assure excellent adhesion. 

TM... it is strong. 
has pte strength for all types of 
opplications. 


VAN CLEEF BROS. INC. 


Manvtacturers... 


CHICAGO 19, U.S.A. 


ELECTRICAL 


ee eee 
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HERE'S THE HANDIEST THING YET 
for L 


BLACKBURN 
fiiy [tit 


ror 
thl#h TEST / 


fe 
é- Complete hoist weighs less than 12 Ibs., yet 
has Yaton capacity, with large factor of safety. 


wDse SI 7 
a4 Th Z ae eo” @ 9 


i The only puller-hoist made with a single 
control for UP and DOWN and Automatic 
Free-Wheeling. Universal operation —handle 
operates on either side for lift or pull. 

- goa . 
aG TES , 

| Oe Mail Coupon Now for Illustrated Folder 

f Quick action, Ratchet-type. Easy to rig — 
quick to use. Operator can also vary lift per 


; s ‘ JASPER BLACKBURN PRODUCTS CORP. 
stroke. High efficiency means less fatigue. 


First, Medison & Clinton Sts., $1. Levis 6, Me 

Send me, without obligation, Ilustrated Circular describing the 
JIFFY LIFT is IDEAL FOR: Blackburn Jiffy Lift Hoist & Puller, prices on same, and nome of 

neorest jobber 

Tightening Guy Wires... Pulling Cables and Messenger Wires... 

Skidding or Lifting Heavy Equipment... installing and Repairing Your Nome & Title 

Machinery Pulling Motors, Wheels, etc... . Lifting in Close Quarters Stren Clone 

... General Maintenance ... In short, for ony Lift or Pull. 

Address Ew 


ORDER FROM YOUR JOBBER — MONEY-BACK GUARANTEE a SR ee mSTR NAM GES mE Se mee 
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CALL YouR 
CENTRAL CONDUtT 
DISTRIBUTOR 


HELPING 


1 Stony bomen 
| a: 


COE se eet et tt Se te a 


Lmao TOS | 


FOE OT eee geet me a et eee me 


rr. ae |) 


EEE EEE meee eet tenet cee et ee ae 








these printed salesmen 
help multiply your selling efforts 


12 insertions x 52,229 circulation = 626,748 contacts. 


That's the number of planned sales calls that will help multiply 
the selling efforts of Central Conduit Distributors throughout 
the year. And you can bet on a fair share of them being 


made in your community. 


We realize that no printed message is as efficient as 
your personal selling efforts. But these ads do remind 
your prospects of your prompt and friendly service, 
and of the wide selection of quality products like the 
Central Rigid Steel Conduit that you have for sale. 


SPANG-CHALFANT 


Division of The National Supply Company 
General Sales Office: Grant Bidg., Pittsburgh, Pa. 
District Offices and Sales Representatives in Principal Cities 
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Here’s a money-maker— 
the most revolutionary 


masonry drill ever designed! 
CARBOLOY 


YE SPRAE 


Masonry Drill 


for continuous drilling — 
faster, easier, cleaner, deeper 


ES, it’s a real money-maker—Carboloy Company’s new “‘Live- 
Spiral’”’ Masonry Drill—the most sensational development 


in masonry drill history! No Packing or Jam- 


ming—Cleans Hole as 
It’s a drill that will practically sell itself to anyone who works it Drills. 

with masonry. It will drill any type of masonry without stalling 
drilling action—faster, easier, cleaner, deeper. And here’s why: A 
unique, spiral wire—permanently attached at both ends of the 
drilli—cleans the hole as it is drilled, at any depth. 

The low-angle “Live-Spiral” lifts out the dust; there’s no packing 
of dust, no need to remove the drill for a fresh start. The cutting 
tip of Carboloy Cemented Carbide—the hardest metal made by 
man—bites into the toughest masonry. 

And here’s the biggest news! You sell this revolutionary, new 
drill, neatly packaged in a transparent plastic tube, at no increase 
in price. For example, the '!,” ‘“‘Live-Spiral’’ Drill lists at $1.40. 











Find out about this new money-maker. Mail the coupon for 
complete details on Carboloy’s attractive resale proposition and 
Ordinary carbide masonry New Carboloy “Live-Spiral” 
drills will drill to depth about Drill with Carboloy tip goes 
3 diameters of tip before all the way without packing; 
loading up with tightly packed cleans dust from hole as it 


SPECIAL 60-DAY OFFER TO JOBBERS ~ dust that stalls drilling drils continuously... faster, 
fori Ml liul-littia-til lime igiimea 43 4 
with every $50 order! NO PRICE INCREASE —ATTRACTIVE DISCOUNTS! 


special free drill offer. 


MAIL THIS COUPON TODAY! ~meseneenanerey 


Here’s an offer you won't want to miss. With each $50.00 
worth (factory list) of ‘“‘Live-Spiral’’ Masonry Drills you : 
order, you get your choice of one *<%"- or one %"-size drill Carboloy Company, Inc 
FREE. You can use it to introduce a good customer to these 11127 East 8 Mile Ave., Detroit 32, Michigan 
new drills, for demonstrations, etc. Place your order today 
. Please send me full information about your sensational, new resale proposition 
and start profiting from this revolutionary, new drill on “Live-Spiral’” Masonry Drills 
Please give me the complete facts about your offer of one FREE “Live-Spiral” 
Masonry Drill with each $50.00 worth (fact ory list) we order 


Nome Title 
CARBOLOY,  — 


Address 


“Live-Spiral” Masonry Drills | .. thin 
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Before you invest in lighting 
make sure of its overall cost 


New Miller “TURRET SLIMLINE latest in a 
long line of Miller luminaires for industrial 
lighting. Use individually or in continuous rows. 
Outstanding lighting performance 


OVERALL cost is equipment cost, plus cost of installation and 
maintenance. Built into all Miller lighting equipment are con- 
struction features that simplify installation and maintenance, 
and make for LOW OVERALL COST. When you add to this, 
fine illumination performance and pleasing appearance, you 
have the reason why Miller lighting equipment is your best 
investment in lighting. It is built on our 8-Point Standard of 
Quality Construction, and strict adherence to our 106-year 
tradition of pioneering in GOOD LIGHTING AT LOW 
OVERALL COST. Whatever your lighting requirements, you 
can light with confidence the proven Miller way. Miller 
field engineers and distributors are conveniently located. 
Write for “INDUSTRIAL SLIMLINE” Catalog 


i . 

ting Toward Architec 
e ab k about The = 
= 


Miller Company's collection 
of abstract paintings related 
to Arch cture. Avoilable 


THE MULI@r COMPANY 


SINCE }eae 
ILLUMINATING DIVISION, MERIDEN, CONNECTICUT 
HLUMIMATING DIVISION Flucresceet, Incandescent, Mercury Lighting Equipment WEATING PRODUCTS DIVISION Semestic 
@ Bornors and Liquid Feel Devices ROLLING MILL DIVISION Phosphor Bronze and Brass in Sheets, Strips and Rotts 
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the Lightweight way with rae 


BENDING SYSTEM 


Here it is—for 1950—the biggest advertising 
line-up in the history of ELECTRUNITE 
E.M.T. . . . continuous schedules in 6 leading 
trade journals... a total of more than one 
million sales messages to the men who specify, 


buy and install electrical raceways. 


Today, tomorrow and every day this year, 
ELECTRUNITE advertising will be working 
for you—the ELECTRUNITE Distributor. 
REPUBLIC STEEL CORPORATION 


STEEL ANO TUBES DIVISION ° CLEVELAND 8, OHIO 


Export Department: Chrysler Building, New York 


Eh aE aN 
LIGHTWEIGHT TH READLESS REIeteS stTegct RACEWAY 
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The Sutteh ts to 


neral 


for Outdoor Service 





Single and Double 
Pullout 
Combinations 

















Front Operated 
Toggle 
Combinations 











100 Amp 
Fusible Main 
Service Equipment 














30 to 1200 Amp, 
HP rated 
Safety Switches 











‘General makes a complete line of 
Weatherproof and Raintight 
Service Equipment and Safety Switches 


ry. 
I, next time take a good look at *Gpnerals 
~~ 


outdoor equipment —recognized as one of the 
most complete lines of service entrance equipment 


and safety switehes 


enelosures made of Zincgrip steel are finished with 
a machine gray baked enamel for thorough protec- 


tion against weathering Deyn ndable hinge design 








R33NP4 
Side Operated 
Plug Fused 
Service Equipment 











safeguards interiors from rain, sleet or snow — Ample 
knuckle room and abundant knockouts are pro- 


vided for convenient wiring 


These and many more distinctive features will be 
apparent to vou immediately upon examination 


sold every where exclusivels through wholesalers. 


Write for our latest catalog 1809—and supplement 1911 








neral 


Switch Corp. 


Brooklyn 11, N. Y. 


45 Roebling Street 


One of the largest Manufacturers of 
SERVICE ENTRANCE EQUIPMENT 
Pullout, Front Operated Toggle and Side Operated type 
Indoor—surface or flush, and Outdoor 
ENCLOSED SAFETY SWITCHES 
30 through 1200 Amp.. 250V and GOON Type A.C and D 
Indoor and outdoor. HP rated 


BRANCH—CIRCUIT PANELS 
SALES OFFICES IN EVERY MAJOR CITY 
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module lights o bank ee — re 


.and demonstrates its remarkable fe a“ 
efficiency by maintaining a A lad 
lighting level of 60 footcandiles 
in the lofty and spacious bonking 
room illustrated. . . . 


2 aay oo a 
SAVINGS 4. OAR wTrs q 























in esseamatiaee ‘‘we wanted the very latest and finest 


Peoples Federal Savings and Loan Assn 

Wheeling, West Virginia; Director bd S ° » > > 

Federal Home Loon Bon (Di Ne. 2 in everything, including lightin 

Pittsburgh; past president, West Virginia ’ of alles 


Savings and Loan League 


we chose Mitchell module 


It takes more than just another fixture to sell 
a bank president! Mr. Alex Salvatori, head 
of Wheeling’s Peoples Federal Savings and Loan 
ee sid; ” Association, says: “When we decided many 
these 4 low-cost modules are the “building blocks” eerie ie fo iiy Sur new building and bo into 
a complete modernization program, we were sure of 


- —| : of a perfect custom-fitting one thing—we wanted the very latest and finest 





<a bs in everything, including lighting. We chose 
= 4 1 bie . . Mitchell MopuLe, and I am very happy today 
>" a lighting that we made this decision. The lighting effect in our 
—_ ~~ banking room has brought forth a remarkable 
iis ee . ° amount of favorable comment, and we ourselves 
Deiat" installation Soman Gale seeant oie the fob 
Slimline Lamps Mitchell MopuULE delivers 20 nore light, fits any 
modules fit together perfectly end architectural interior, provides custom appearance 
- to side, end to end, side to side in unlimited pattern arrangements it no more than 
- —_ ee Sens ences Dies BONES ilies the cost of ordinary fixtures. For any commercial 
-_ i ‘ installation—whether it calls for one unit or a 
~~ _ lighting potterns to fit any ceiling hundred specify MopuLE and deliver the greatest 
—_— shape or size...mixing all light development in lighting since the fluorescent 
C 4 40-Watt 1-12 sources in one harmonious system lamp. Write today for the full details 
48" Type F Lamps with equal brightness throughout (no 
dark sides or ends)...so you can put P_——— ew ee ee ee ae oe 
aT ~ the light where it is needed! 
one j ' MITCHELL MANUFACTURING COMPANY | 
a 
— y= 2525 N. Clybourn Ave., Chicago 14, Illinois 
. Send free 20-poge brochure descrit 5 MODULE | 
sities it lilies Ht 
lems i 1 PAR Spot et | 
s = nd jaa: Fiem Meme 
++ + 
“a esee Address | 
a ese 
beet City a State | 
eet —— TT T 
ee TTT TT TTT) okt u 5 pat orice | 
Aftentior 
Bh 4 etten, 1.12 Only MITCHELL makes MODULE ln a == =e ae am am aw aw ap ow af 





15°° Type F Lamps 


BOA A 
_TROPOLITAN, gororls » , 


att \\ 


rT 


how you benefit when aldine flxteres 
are equipped with.... 


CERTIFIED BALLASTS * 


® Your reputation in the lighting field depends on just one thing ; 
Customer Satisfaciton! 


That likely is a reason why more and more CERTIFIED BALLASTS are 
being used... for ballasts are a highly important factor in the performance of 
fluorescent lighting fixtures. And men who value their business reputation have 


learned to rely on the satisfactory performance of CERTIFIED BALLASTS. 


ERTIFIED BALLASTS are made to exacting specifications that assure dependable 
trouble-free operation of both the ballasts and the lamps. Electrical Testing 


Laboratories, Inc., tests, checks and then certifies them. 


For fixture performance that assures Customer satisfaction 





. and protects 


your reputation ... ballasts that bear the “Certified” shield 


) are your safest choice. 


we ( EATIFIED BALLAST MANUFACTURERS 


+ 


Makers of Certified Ballasts for Fluorescent Lighting 


2116 KEITH BLDG., CLEVELAND 15, OHIO 
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THE : 
8 CIRCUIT 


Combination Main Service 


TT: | Range Switch 


atthe | | } | 


Extra Tap Connection for Hot Water Heater 


| / 


Now you can equip today for tomorrow’s bigger 
loads! The NEW Murray 8 Circuit Combination Main 
Service and Range Switch, for 125-250 volt service, 
provides for eight branch circuits, plus three-wire 
separately fused range connections. In addition, an 
extra tap simplifies hot water heater wiring . 
makes adding a heater later even simpler! 


Yes, you can equip today for the loads of tomorrow 

— with the new Murray 8 circuit main service and s 

range switch. For full details, contact your Murray fight brench circuits, three-wire range 

representative, or write connections, and an extra hot water 
heater top cre provided in this new 
Murray Main Service & Range Switch. 
Two styles for 60 amp. 125-250 volt 
3 pole service — 100 amp. service lugs. 
Pienty of hand room for wiring all 8 
circuits and range! For surface or flush 
mounting. Cat. No. 74-8 (Series); Cat. 
No. 77-8 (Parallel). 


FOR TOMORROW'S LOADS . .. 
oper enw ne E gui Today! 


1250 ATLANTIC AVENUE - BROOKLYN 16, NEW YORK 





SERVICE ENTRANCE & METER EQUIPMENT © MAGNETIC CIRCUIT BREAKERS 


SWITCHES CURRENT LIMITING REACTORS.* CROWS'NEST AERIAL LADDERS 























‘Quick-install-ability” 


LTG FLEX-A-POWER busways are pre-fab- 
ricated housings which are easily cou 
pled in any arrangement and in runs of 
any required length. Time for installing 
is much less than for wiring and conduit 

















Save money 


shese 3 ways 
when digtibuting power 





"Take-a part-ability saves material expense 


Whenever a major relocation of outlets is required, the entire 
FLEX-A-POWER system can be dismantled, removed to another 
location and re-installed with practically 100% re-use of ma- 


terials 


TRUMBULL (T) ELECTRIC, 


TRUMBULL‘S TRAIN OF 


ELECTRICAL WHOLESALING 


“Alug-in-ability’ 
saves time relocating machines 


Take-off plugs or trolley can be in- 
serted anywhere (no drop-out section 
needed for trolley). You can add or re- 
locate loads without rewiring expense 
and without long extensions. 





Sealed Power Corp. 


saves with Flex-a-Fower 


LTG FLEX-A-POWER, one of six forms of 
FLEX-A-POWER for various services from 
main breakers to individual loads, is de- 
signed for light-duty lighting, small tools, 
appliances. Write for Bulletin TEC-3, THE 
TRUMBULI ELECTRIC MANUFACTURING 
COMPANY, Plainville, Conn 


NEW PRODUCTS 


February, 1950 





February, 











SANGAMO...the Time Switch 
with EXTRA VALUE! 


*% Handle the most complete line of high quality time 
switches—the Sangamo line! It’s good business be- 
cause Sangamo Time Switches stay so/d. Their assured 
performance makes satisfied customers—you are 
spared many exchanges and returned goods —and 


satisfied customers mean profitable repeat business! 
You give your customers extra value when you 
sell a quality time switch that does the exact job 
they expect it to do...and you make extra 


profit, too! 


You can fill all your time switch needs from a OD ) 
single source ... Sangamo Time Switches are 

available for practically any conceivable appli- 

cation, from the simplest ON and OFF oper- i 

ation to complex weekly schedules involving | 

a number of operations daily. The complete 

line of Sangamo Time Switches is shown in 

our new Catalog No. 1010C. Write for 

your copy and for information on 

Sangamo’s price protection policy today 


The Time Switch Market is Bigger Than You Think! 


You can sell more time switches and interval unit heaters or any of the many electrical prod- 
timers by suggesting Sangamo Time Controls ucts that can be controlled automatically. Remind 
whenever you sell lighting equipment air con your customers of the convenience of automatic 
ditioning units ... attic fans... window fans... control and watch your sales and profits grow! 


Do You Sell the 


S A N G A Vi 0) SANGAMO Type S? 
Here's precision in minia- 


ture! An economical, com- 


ELECTRIC COMPANY pact, unusually attractive 
time switch for simple 


SPRINGFIELD, ILLINOIS time control problems. 
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4 Select the best, insist on Briegel All 
Steel Fittings, the original approved 
Indenter type connectors and cou- 


plings for thin Ww all conduit tubing. 
You will not only find that Briegel 
Indenter Fittings are easier and faster 
to use, but also make neater, stronger 
connections, the correct connections. 


Two Easy Squeezes and they're set. 


se 


Start using Briegel Fittings today. 
x § i ) 


ye ualva 


Have more satisfied customers— more 


Cross Section Showing profits trom each job. 


indentations 
DISTRIBUTED BY 


The M. 8. Austin Co., Northbrook, i.; Clayton 

Mork & Co., Evanston, Hl.; Clifton Conduit Co., 

Jersey City, N. J.; General Electric Co., Bridge- 

port, Conn.; The Steelduct Co., Youngstown, Ohio; 
Bid. b Enameled Metals, Pittsburgh, Penn.; Kondu Mfg 

All B-M Fittings Carry ; f Co., itd., Preston Ont 

the Underwriter's Seal urns 


% . 


is 


of Approval and Ca- 


- usOnNOoUL 


nadion Standerds Ass'n 
Approval No 9296 


METHOD 


"ER . APPROVED lag 


ILLINOIS 


s 
of 
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- MAXIMUM PROTECTION AND LONG LIFE - 


4 = 7 108 a) 


Steel Japed 
PARKWAY 


CABLE 
For Underground Use 


Insulated with CRESCENT ENDURITE 
Heat-Resistant rubber insulation (75° C) 
in 600 to 5000 volt range 
Or with Varnished Cambric for 
maximum current carrying capacity 


or higher voltages. 


No other protection required except at points of extreme mechanical 


hazard. Being well protected from ordinary mechanical injury and 


TYPE RLJFJ 
THREE CONDUCTOR easy to install, they provide an economical permanent underground 


Also all standard types of 
metallic Parkway cables, 
to LP.C.E.A. spees. Spe- railroad yard lighting and signal systems, airport power and light- 
cial cables to customers’ 

specifications. ing circuits and in industrial plants and mines. 


CRESCENT 


(ey WIRE & CABLE 
\ S44 CRESCENT INSULATED WIRE & CABLE CO. 


TRENTON, N. J. 


system. These cables are widely used for street lighting circuits, 
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Here’s the latest product of Wheeler 
“Skilled Lighting”! It reflects almost 
70 years of design and engineering 
experience in the manufacture of top- 
value lighting equipment. This new 
addition to the Wheeler Line is offered in 
two styles... with flat top channel for 
ordinary plant locations; with peaked top for 
locations where excessive moisture and dust- 


laden air conditions exist. 


6 Better-Value Features 1. High Output: gives more 
light per foot of lamp length. 2. One-piece Top 
Channels: made of heavy gage steel. Available in either baked 
enamel or vitreous porcelain enamel finish. 3. Two Styles: Flat or peaked 
top channels (the latter for textile mills, foundries, etc.) 
4 Reflectors in Sections: for greater ease in handling, PEAKED TOP MODEL 
each unit furnished with two open-end-type porcelain enamel reflectors. 
5. Individual or Continuous Mounting. 6. Latest G.E. 
Twin-Turret Type Lampholders (depressable): for single 
pin contact, making lamp insertion and removal simple. 


The new T-12 Slimline Unit is designed for use with two 75 watt, 96” T-12 
Slimline single pin lamps (instant starting) operating at 425 MA. Send for 
complete details of this new “Skilled Lighting” fixture built to stay new- 
looking for years. Wheeler Reflector Company, 275 Congress St., Boston 10, Mass. 
Also New York, N. Y. Representatives in principal cities. 


DISTRIBUTED EXCLUSIVELY THROUGH ELECTRICAL WHOLESALERS 


MADE BY SPECIALISTS IN LIGHTING EQUIPME ' CE 1881 
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marks the spot (s 


It may be a department store, a service station, school, an office, factory, or a 
restaurant, but chances are it is a good profitable prospect for the alert contractor who works 
with Wiremold. In every community there are literally hundreds of ‘spots’ where owners or 
tenants are not enjoying the benefits of adequate wiring. The job may involve a simple run of 

multi-outlets for plug-in convenience of electrical merchandise, an 
extension of telephone or signal systems, or complex wiring for 
modern lighting. In every case, Wiremold is the answer. Ten basic 
interconnecting systems mean you can meet the needs of any appli- 
cation and a small number of carefully designed fittings means a 
quick, easy installation. Write today for business-building ideas that 


} 


will help build your business 





You can do a lof 


























with a Wittle 














corn stl © 


No fear of sticking your neck out when lasting bond. No wonder it’s the favorite 
you promote Gold Seal Tape. Customers tape of linemen and electricians! 

come back, and buy it by the carton once Stock and sell Jenkins Gold Seal Tape 
they try this quality tape on the job. and watch how fast it moves. You'll boost 
your dollar volume and build good will. 
waste. Which means more tape value for In single rolls or handy 10 roll cartons. 
the money. It tears evenly, quickly Each roll individually wrapped to keep it 
speeds the work. And it will not dry out, factory fresh. Jenkins Bros. (Rubber Divi- 
makes a tighter, longer- sion), 80 White St., New York 13, N. Y. 


Gold Seal goes further there's no 


peel or ravel 


FRICTION RUBBER TAPES 
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ar SOBER 





our own experience tells you that conduit fails where the gal- 

vanizing is thinnest. That’s why Triangle’s uniformity is important to 

you. For the severest service, where a single pin-point of penetration 

Lasting Protection — Smooth and uniformly hot-dip could open the way to rapid rust and early failure, users upon users 

galvanized inside and outside, Triangle rigid steel repeatedly specify Triangle conduit. That's why you see more and 

ey sudheer dhsaeas pow dinntaee — more ‘'Tristeel” flexible steel conduit, more and more Triangle E.M.T. 

and rigid steel conduit being used throughout refineries, on bridges 

over salt water, in increasing numbers of industrial plants. Users’ 

own impartial laboratory tests have repeatedly proved the superiority of Triangle—the conduit that’s uniformly hot-dip gal- 
vanized...inside and outside...and then further protected by an exclusive new lacquer formulation! 


Prove to yourself—in your own laboratory, or on your toughest jobs, that Triangle is the conduit you can count on! 


The Trade mare fad 0 Top Valve 


(romero even 


A 
TRIANGLE CONDUIT & CABLE CO., INC. 


1902 JERSEY AVENUE *» NEW BRUNSWICK, NEW JERSEY 


Glozon'’ & ‘'Trioseal'' Building Wire * ‘‘Tricon'’ Control Wire * 
Adaptal'’ General Purpose Wire * ‘‘Triex'' Non-Metallic Sheathed Cable 
Trioprene’’ Trench Cable * Service Entrance, Parkway, Power & Var 


Il MUST BE RIGHT! “ss 9 i saahiia Cambric Cables * 'Tristeel’”’ Flexible, Thin Wall & Rigid Steel Conduit 
ae me : 
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You find at your T&B Distributor a complete line of correct 
fittings for every electrical installation — ready on his 
shelves, waiting your call. Underwriters’ Laboratories 
listed, recognized throughout the industry, these superior 
fittings come to you at lower cost because of your T&B 


Distributor. 


T&B 


HARDWARE 


FOR RIGID CONDUIT FOR ARMORED CABLE 
BUSHINGS, LOCKNUTS 
THREADLESS CONNECTORS 
SHORT ELBOWS, PIPE STRAPS 
ENGINEERED DISCONNECT HANGERS 
FLOOR BOXES, GROUND FITTINGS 
RAINTIGHT S.E.C. CONNECTORS 
SERVICE ENTRANCE CABLE CAPS 
ENTRANCE ELLS, CABLE CLIPS 
TWO SCREW CONNECTORS 
such familiar names as 
ERICKSON COUPLINGS 
CHASE NIPPLES, LAKIN HICKEYS 
SOCKS COUPLINGS FOR E.M.T. 
and 
FAMOUS TITE-BITE CONNECTORS 


FOR E.M.T. FOR S.E. CABLE 


THE THOMAS & BETTS CO. 


INCORPORATED 


ELIZABETH 1, NEW JERSEY 


T&B PRODUCTS SOLD ONLY THROUGH THE T&B ELECTRICAL WHOLESALER 


$2 ELECTRICAL WHOLESALING—February, 1950 





how GOOD can PLANNED LIGHTING he 


without good equipment? 





HE answer is—no better than a building 
plan without good building material. There 
is no dodging the fact that Good Equipment 
is the BASIC factor in a GOOD LIGHTING 
PLAN. It is the lighting units, the lampholders, 
the ballasts, the reflector, etc., which MAKE 


the PUBLIC must be BETTER INFORMED on 


As an industry, and as individual business men, we fail in selling 
PLANNED LIGHTING when we do not sell the importance of GOOD 
on that we keep faith 


with our customers by giving them the UNVARNISHED PACTS about the 


EQUIPMENT at the same time. It is our obliga 


DIFFERENCE between GOOD and INFERIOR of SUBSTANDARD EQUIPMENT 
in terms of the factors listed below 


The buyer is entitled to KNOW these facts and to be TOLD 


and SHOWN that there are POSITIVE PROTECTIONS provided 
by the lighting industry, which assure him that the equip 
ment he buys is in the GOOD EQUIPMENT BRACKET . . . the 
QUALITY BRACKET. Proof 
is MADE EASY through such proof elements as 


CERTIFIED BALLAST LABEL 


f Quality in lighting equipment 


BRD? coe Rn er RS 


RLM LABEL 
UNDERWRITERS’ LABORATORIES LABEL 


ELECTRICAL TESTING LABORATORY TESTS 


These provide the buyer not only with the assurance that MINIMUM 


STANDARDS for performance have been met, but also that UNIFORM 


eet FETE, 


or BREAK the final results, in terms of sus- 
tained lighting efficiency, low-cost maintenance 
and dependable operation, 

That's why, no matter how good the Lighting 
Plan, the results may be disappointing unless 
the plan includes GOOD EQUIPMENT. 


the importance of GOOD lighting equipmem 


QUALITY is continuously maintained from one piece of equipment 


to the other 


FREE Booklet The RLM St 
booklet containing the detail of each 

lighting unit for which RLM Standards have been estab 

lished, as well as a complete summary of the IMPORTANCE 

OF THE LABEL in terms of CUSTOMER BENEFITS 

How the RLM Label provides assurance that the equip- 

ment is of uniformly high quality is shown through an 

outline of the RLM CONFORMANCE PKOGRAM. Under this 

program, the Electrical Testing Laboratories make periodic 

obtained from factory or market place to 

make sure that all equipment bearing the RLM Label con 


sistently and continuously adheres to RLM Standards 


Make the RLM BOOKLET a part of every Planned LIGHTING 
PROPOSAL! 


PLIMENTARY COPY (or Copies) Of the RLM SPECIFICATION BOOKLFT 


tests of samples 


Write to the RLM Standards Institute for your COM 


today. Plan to attach a copy to every PLANNED LIGHTING proposal you 
submit let it help you point out to your customers that Goop 


EQUIPMENT 1S BASIC tO GOOD PLANNED LIGHTING 





CONSTRUCTION: Good 


od Lighting Equipment features structu 
jUIF 


ally sound fabrication and heavy steels for maximum re 


to sag distorti m 2 breakage 


Finish: Good Lig 


ng Equipment features re flector finishes that 
insure your getting all the light you pay tor 
years from now! That is why good equipment so 
features PORCFLAIN FNAMFL—the one ar 
available finish that cannot deteriorate or corro rega 
the industrial atmosphere. Additional advantages of Porcelain 
Enamel are (1) that it is the o ginal ethciency 

ed year after year Dy sit y wa ng it Vv 

2) that it 1s UNS 


nbines high refiect factor with a 


this year and ten 
overwhelmingly 
1 on commercially 


less of 


a reflecting sur 
because i y ce 
diffusion tactor, 
output with a 
REFLECTOR DESIGH: 
Good Lighting I 

insures good 

through reflector 








the PUBLIC is entitled to KNOW these FACTS about GOOD LIGHTING EQUIPMENT 


This Advertisement is published in the Interest of 
the Entire Lighting Industry by 


that conforms to the most accepted principles of Illuminating 
Engineering. Such design protects the workers’ eyes while deliv 
[ but also the required 


the individual Seeing Task 


ng, not only the most light per follar 
Of light tor 
SOCKETS, STARTERS, LAMPHOLDERS: Good Lighting Equip 
eatures ruggedly constructed parts tl withstand years of 
nbody special design which ilitates quick, money 

nce and low-cost op 


BALLASTS: Good Lighting Equipment 


Dy ef pl wing only the highest quality 


longer because sound electrical 
high temperature ballast i longer 
ipply prop 


irrent and maintain proper 


ed ballasts 


operating watts to the 
lamp. Present wi 
pacity is used mos 


ciently by the high power 
factor of quality ballasts 








RLM STANDARDS INSTITUTE, SUIT: 819,326 W. MADISON ST., CHICAGO 6, ILL. 
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HAS WHAT YOUR 
WANT! 


Your 1950 Business 
is RIGHT in the Palm of Your Hand! 


You won't have any complaints about business in 1950 if you 

“plug” Revere Lighting Equipment. Revere is not only Amer- 

ica’s Most Complete Line, but it’s a line with plenty of “Hot 
j Items” that give you action. 

Remember—every Revere unit is a leader... 

smart in design . . . sound in construction 


ng gene - . easy to wire and maintain... 
yl ‘and right in price. 


Ls 
(ML _cannsieeti : 


Easy to Wire and Maintain REVERE 


PYLON-LITES 
Sales. Unlimited / 


These Pylon-Lites are going like wild 
fire... A REVERE CREATION that 
has literally swept the country 

Used by Gas Stations everywhere, fur- 

nished with or without air and water 

servicing facilities. 

Too, every Drive-In Theater is a pros- 
New 20''—19° and 50° Fiood pect. Glass column can be lettered 
for long range lighting. Every (fired into the glass) “Entrance,” ‘Exit 
Sports Lighting Job, Railroad ‘Gas." "Oil “Ladies.” “Gents,” etc 
Yard, Golf Driving Range is - P ' - . 1 shaft 

N 4200 Enclosed Flood @ prospect. Has many unusua Also available with ornamental shafts 


750.1000-1500 Watt. Weather features for Safety, Ease of for Boulevard and Street Lighting 
Wiring and Maintenance 


biti 


proof, easy to service. Unit 
has rotation feature with de Where Gas Station Island 
gree marking Lighters are of the old vari 
ety (2 pe or 3 or 
Cluster Lights in a or uueted} they can be ¢ 
Variety of Colors verted by means of a 
vere Adapter—Modernizing 
This is @ shining ex ; service station at lo ost 


ample of REVERE 


development to pro 
mote the sale of 1! 
Petroleum products 
One to five top | 
floods may be 
used. Designed pri | | T e 
marily for Service a 
Station use—it of 
ters possibilities in y 
many fields, such as - 
Used Car Lots, Golf 
Driving Ranges Here's another new way 
| PI 1 
pt tt ge to use the Revere Pylon 
Yards, etc. Unit Lite. A highly decorative 
may be mounted on and functional light for 
a pole or atop any | + wat idin sates 
The REVERE Hinged existing area light illuminating bu ding 
Floodlight Pole. Elim ers to increase in trances, etc 
nates hazardous climb tensities where de 
an at cn an 58 ood — Write for special Catalog Supple- 
oodlights and P ; 
30 jaws mounting Send for ment. The Revere Pylon-Lite is an 
heights Catalog “IN” for you on many lighting jobs. 


REVERE ELECTR I Clee 


6011 BROADWAY : ‘ ° ; CHICAGO 40, ILLINOIS 
INDOOR AND ourpoor UGHTING EQUIPMENT TO SERVE EVERY NEED 











Hd didivjineel 
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ELECTRIC MANUFACTURING COMPANY 


Offices and Warehouses: Atlanta 


ZA 





CORROSION - PROOF 


KILLARK ALUMALLOY FIXTURES AND FIT- 
TINGS are made of a high grade aluminum 
alloy that combines strength far above your 
needs with corrosion resistance to assure 


years of trouble-free service. 


COMPLETE ALL-PURPOSE LINE 


Service Fittings . . . Conduit Bodies . . . Flush 


. . . Couplings and Connectors 
.. . Light Fixtures . 


Switch Fittings 


. . Explosion- Proof Fittings 


. . . Grounding Devices . . . Service Station 


Lights . . . Vapor-Tight Light Fixtures. 


Write for illustrated bulletin and information 


Philadelphia, Pittsburgh, San Francisco, Seattle, Syracuse 


Offices: Baltimore, Cincinnati, Columbus, Kansas City, Minneapolis, New York 


Boston, Chicego, Dallas, Denver, Detroit, Los Angeles 


on the complete Killark line. 


Vandeventer & Easton Aves; 
SAINT LOUIS 13, MO, 





are businessmen 


COLD.- 
BLOODED ? 


OF COURSE NOT! Literally, their normal body tem- 
perature is 98.6—same as laborers, engineers or any other group 
of people. And, figuratively, they’re no more, or no less, cold-blooded 
—as a group. 


We all know unreasonable generalizations can be dangerously 
false. Common sense and on-the-job experience show us the value 


of dealing specifically with ideas, problems—and people. 


Let’s not make the big—and costly —mistake, then, of generaliz- 
ing on religious or racial groups. Adopt and carry out these common 
sense principles: 


i. Accept or reject- people on their individual worth. 


Don’t listen to or spread rumors against a race or a 
religion 


Speak up, wherever we are, against prejudice. Work 
for understanding. 


Published in the public interest by: 
McGraw-Hill Publications 
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‘metallic cable = @ flexible steel conduit © service entrance 
cable ® grounding devices ® lighting fixture fittings 





manufacturers for over 30 yeurs 


Sold Tr rough Electrical Uu h, elace bers 


representatives in principal cities 


¢4 electric mig. company 


1639 walnut street chicago 12, ill 





FULL 
ROGRAM 


ELECTRIC LIGHT 
BULB SALES! 


@ For ‘Light’ Housecleaning Time — 
r v the new Sylvania Spring Package —a 
The quick turnover carefully selected assortment of only 
. the fastest-selling bulbs. All dealers do 
Spring Package! is sell 30 4-pack units and 4 150-watt 
bulbs and they've sold all 124 bulbs in 
the Sp:ing-theme Quick-Turnover Pack- 
age! 

You sell a complete bulb department 
yet you handle only one case at a 
time. Clean up with Sylvania‘’s Quick- 
Turnover ‘Light’ Housecleaning Pro- 

motion. 


FEATURING THE 
HANDY 4-PACK! 


The BIG FEATURE of this colorful promotion is the 
sensational Handy 4-Pack unit that sells 4 bulbs at a 
time. One of the greatest ideas for boosting the unit of 
sale, the Handy 4-Pack will really do a job for every 
one of your dealers—and for you! 





ADS sell SHOPPERS | Bright Spring-theme point-of-sale aids! | ADS sell your DEALERS 
on SYLVANIA BULBS ee on SYLVANIA BULBS 


3 a PSY I vo 
LIGHT BULBS & 


ay Ta ie 
Yoda MM, cwFewr | 
,\) aed % xe 
’ bd < iy » Eye-catching window pennant or carton wrap-around ! 
4 ; we . 


Entire campaign is backed by n Celorful 
strong 2-color national advertise- e ing your Grocery, Drug, Hard- 


ments in outstanding magazines — nants to sell easel card or ware, Electrical and Chain Store 
The Saturday Evening Post, Good impulse shop- s carton back- customers all about Sylvania’s 
Housekeeping, Better Homes & pers! drop display! “Light” Housecleanin Campaign. 
Gardens — building all-around con- Back the ads that are backing you 
sumer acceptance, building by promoting this campaign! 





Right now big trade ads are tell- 








This Retail Plan 
Book (1-447) is espe 
cially prepared to give 
you full details about 


= 

the big Spring Package; 

ads to your customers 

and theirs; details on 
60-lamp retail case, and 

1 information to help you 
\ build sales! Write Ad 

S vertising Dept 


1.-2302B. 500 Fifth Ave.. 
New York 18, N. Y 


ELECTRIC LIGHT BULBS; FLUORESCENT LAMPS, FIXTURES, WIRING DEVICES, - 
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BUILDS SALES vou: 


2. FLUORESCENT LIGHTING SALES! 


Complete fluorescent lamp and 


fixture NATIONAL ADVERTISING 


¢ Big 2 color ads in Saturday They tell them, too, about the 


...and testimonials 
like these make 


Evening Post, Collier's, Business 
Week are now telling prospects 
and customers all about Sylvania 
“Fluorescent At Its Finest!’’ How 
they can obtain complete pack- 
ages of light—fixtures and lamps 


wonderful new Sylvania Triple- 
Life Fluorescent Lamps that have 
an average rated life three times 
that of previous lamps! How 
Sylvania field-tested ‘over 11,- 
000,000 of these lamps and 


—from one manufacturer 


one high quality 


“your r 
has bee 
_The & 


sales ammunition 
for powerful ads! 


other fivore 
centinenta 


HUGE TRADE ADVERTISING CAMPAIGN 


Behind Sylvania’s wonderful, new Triple- 
Life lamps . . . in addition to the complete 
lines of Sylvania Fluorescent Fixtures . . 

is a comprehensive advertising program 
that hits every important market .. . 
stores, plants, offices, schoels, the con- 
tractors and architects . . . through such 
publications as Retailing, Women's W ear, 
Chain Store Age, Mill & Factory, Factory 
Management and Maintenance, Institu- 
tions, School Executive, Contractor's 


at 


ated life expe 


n excee 
abrie! Company 


proved they Gre unsurpassed! 


ctancy 


Folders tie-in with ads... 


OPEN NEW ACCOUNTS 


During this campaign, stores, 
plants, offices, schools — your 
prospects and customers—will 
be solicited by mail, asked if 
they desire more information 
on Sylvania Products .. . i 
so, folders for each specific 


market will be mailed, and 
the inquiry will be passed to 
the nearest Sylvania Whole- 


Electrical Equipment, Electrical Construc- 
tion and Maintenance, Qualified Con- 
tractor, Architectural Forum, Progressive 
Architecture, Electrical World, Lighting 
& Lamps. 





This Plan Book FL-405 
for greater fluorescent 
lamp and fixture sales 
gives complete informa- 


ion about Sylvania’s 
big advertising pro- 
grams; direct mail pro- 
grams; and includes big 
section on “Turning 
Prospects Into Profits.” 
Write Advertising 
Dept. L-2302A, 500 Pifth 


Ave., N. Y. 18, N. Y. 


— SIGN TUBING; PHOTOLAMPS; RADIO TUBES; CATHODE RAY TUBES; ELECTRONIC DEVICES 
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| YOUR SALESMEN SELL 
MORE ROYAL WIRE... 





FREE for you and 


your salesmen! Now your 
salesmen don’t have to sell from 
price sheets alone. Here are 3's"’ samples of ROYAL Quality 


wire, permanently bound into a colorful pocket folder that 
makes wire selling a cinch! 


Small, but big in sales rewards. 
WRITE FOR YOURS — TODAY 


‘ WIRE + CORD SETS * CARTRIDGE AND PLU 
FUSTATS * TROUBLE LIGHTS: > CHRISTMAS LIGHTING SETS 


ROYAL ELECTRIC CO., Inc., PAWTUCKET, R. I. 
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Switchbox with new "NM" clamp 


THE AACO-—“NM” CLAMP 


Here's the perfect non-metallic-cable-clamp The “NM” permits the cable to 
enter at the side (end) or bottom, or both, simultaneously Especially designed con- 
struction protects the cable from possible injury The clamp is held clear of the 
knockout until you're ready to use it Pressure points in the "NM" securely holds 
conductors, far surpassing the most rigid tests. It accommodates a wide range of cable 
sizes and is available in both switch and outlet boxes 

Recent increased use of non-metallic cable and heavier conductors requires a 
clamp that can take it—and hold it! The “NM” bears the famed “RACO flag” 
trademark. This emblem has become a stamp of approval with contractors and 
wholesalers alike, who know — “You Can Always Rely on RACQO” 


Other ACo Products” 


Switrcn Box SuprPorrt | Exrposep Wonk Covers 


Easily installed on Full ",” depth For 


any switch box. Can be | despard and similar de 
used with all types of | vices Individual con- 
wallboard, providing a tainers, plainly marked 
strong, firm mounting j ” , L'se of the RACO Co-33 


Switches and particu- in conjunction with the 





larly receptacles will | : RACO COD boxes has 
stay put! No loose parts become popular for neat 


to get lost within walls six-gang installations 














* Reg. trede Mork WRITE: ALL-STEEL EQUIPMENT INC., AURORA, ILLINOIS 


| ALL-STEEL EQUIPMENT INC. 
| | 300 Kensington Avenue, Aurora, Illinois 
if J “A BOX FOR EVERY NEED” 
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No hazard here... 





Typical lighting panelboard illus- 
trated above; typical power panel- 
board in circle. 

Designed for use where car- 
bon black, coal or coke dust, 
grain dust and other dust con- 
ditions are hazards. 

Approved by Underwriters’ 
Laboratories, Inc., for Class II, 
Groups E, F & G Hazardous 


Locations. 


Inquiries solicited... just address your nearest @ Repre- 
sentative (he's listed in Sweet's) or write for Bulletin 302 


\ Frank o€dam Glectric Ca. 


ST. LOUIS 13, MISSOURI 


Makers of BUSDUCT » PANELBOARDS + SWITCHBOARDS « SERVICE 
EQUIPMENT + SAFETY SWITCHES * LOAD CENTERS + QUIKHETER 
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BELL RINGING, ‘ 


CHIME SIGNALING * 
TRANSFORMERS 4 


Even the lowly doorbell 
needs a transformer 
that does not fail. Acme 
Electric low voltage 
transformers are quality 
made to last a lifetime. 


LUMINOUS TUBE 
TRANSFORMERS 


Heavy duty design, con- 
structed of quality mater- 
ials. Acme transformers are 
specified by leading out- 
door display advertisers 
as assurance for top per- 
formance of neon signs. 
Write for catalog. 


ACME ELECTRIC CORPORATION 
672 Water Street Cuba, N.Y. 
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Many manufacturers who use transformers as a componen, ~ 
their product, specify Acme Electric as the safest way to elim- 
inate “returned goods" because of transformer failure. This 
then should be a buying feature to every wholesaler whe 
wants to keep the profit made on transformer sales and 
eliminate the loss on “RG's". The Acme Electric line of 
transformers will make money for wholesolers inter- 
ested in selling quality products 


FLUORESCENT LAMP 
BALLASTS 


Off -standard, inefficient ballasts cause 
trouble and when Acme ballasts are 
used as replacement, the fixture invar- 
iably provides better lumen output 
longer lamp life, quiet operation. 


AIR COOLED 
POWER 
TRANSFORMERS 


In commercial buildings 
and factories, air cooled 
power transformers are 
the most economical way 
site proper voltage supply 
Write for catalog of in- 
stallation applications. 


STEP DOWN 
TRANSFORMERS 


Designed to permit opera- 
tion of standard 110/115 
volt, 50/60 cycle motors, 
controls, accessories, radios, 
refrigerators and other 
appliance and lighting fix- 
tures from a 200/240 volt, 
50/60 cycle circuit. A wide 
market with good sales 
opportunities. 


VOLTAGE 
ADJUSTORS 


A manual voltage regulator 
that increases low voltage 
to normal or decreases 
high voltage to within limits 
specified on appliance or 
other electrical accessory. 


Acme Electric manufacturers Luminous Tube Transformers—Fluores- 
cent Lamp Ballasts— Cold Cathode Lighting Transformers and Ballasts 
—Mercury Vapor Lighting Transformers — Radio and Television 
Transformers — Electronic Transformers—Door Bell, Chime and 
Signaling Transformers—Sofety Transformers—Voltage Regulating 
Transformers—Step Down Transformers—Contro! Transformers— 
Warp-stop Transformers—Air Cooled Power Transformers 


IN CANADA: ACME ELECTRIC (CANADA) LTD. 


824 Notre Dame St., West Montreal, Canad. 


43 





The raw materials and every operation in making Conduit Products 
are as perfect and precise as if our business depended on it . and it does! 
A quarter-century of quality control has made Conduit biggest in this 
specialized field. So you can ‘‘Count on Conduit" for fast, easy 
assembly, for absolutely tight, weather and corrosion-proof 


connections, for smooth, work-speeding raceways 








PIPE COUPLINGS PIPE NIPPLES ELBOWS, 90° and 45° 


RUNNING THREADS GOOSENECKS WALL PLATES 
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February. 1950 


A MESSAGE TO AMERICAN 


INDUSTRY 


8Oth OF A SERI 


1950... 
Our Industrial Machine 
Is Running Down 


[n his recent Economic Report to Congress Presi- 
dent Truman chalked up a constructive advance in 
his economic reasoning. He pointed out that if we 
are going to attain the worth-while goal of a $300 
billion national income in the next five years, we 
must equip ourselves with more and better indus- 
trial tools. Of all the dynamic forces of expansion 
in America, he said, one of the most important is 


business investment. 


That is fine. It is basic common sense. We have 
been saying that for years and we are glad to hear 


the President Say It too 


But having hit this new high in his economic 
reasoning, the President failed to draw the right 
conclusion. He made the mistake of accepting the 
false conclusion that there is no shortage of busi 
ness funds to pay for more and better industrial 
tools. “There are immense opportunities for busi 
ness investment in nearly every segment of the 
economy,” the President said, and further, “there 
are in general sufficient funds available to busi- 


nessmen who want to seize these opportunities.’ 


That just is not so — and the lack is not only 


serious; it can well be fatal 


It is a matter of the most urgent national im 
portance that the President's recognition of the 
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need of more and better industrial tools should be 
followed by effective action. That calls for changes 
in the national policies that are now blocking and, 
unless changed, will increasingly block business 
from meeting this need. If business cannot get 
enough new tools, the result will not be higher, but 


lower standards of living five years from now 


The President should talk this matter of busi 
ness investment over with Senator O'Mahoney, 
the Chairman of the Joint Congressional Commit 
tee on the Economic Report. Senator O'Mahoney 
would take to the discussion knowledge of the 
investment situation recently acquired through his 


conduct of a series of Congressional hearings 


If he told the President what he told the press 
during the course of these hearings, he would say 
“the private capitalistic system is being seriously 
threatened by a lack of venture capital.” That is in 
direct conflict with the President’s conclusion that 
“there are in general sufficient funds available 


This serious shortage of adequate investment in 
new piant and equipment is brought forth so that 
all of us can understand it by McGraw-Hill’s an- 
nual survey of American industry's plans for in- 
vestment in new plant and equipment in 1950, 
which has just been completed. 


continued on next page 





What is the 
Difference 7 


These boxes are of different makes, yet they are as 
much alike as two peas in a pod. It 1s doubtful if 
xperienced electrical craftsman or even the makers 


the boxes could identify them 

So it is with certain other common types of elec 
boxes and conduit fittings 

But a BIG difference will be found when entire LINES 
of boxes and fittings are compared 

It will be found that Steel City’s line is not limited to 
easy to make items, items in greatest demand, or which 
show a better profit. It isa COMPLETE line of boxes 
and fittings, constantly kept up to date with wiring 
requirements 


xes, outlet boxes and covers and conduit 


Steel City Leads 
In Meeting Contractors’ Needs 


STEEL CITY ELECTRIC COMPA 


OLUMBUS AVENUE PITTSBURGH, (I2)PENWA 


U / 
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BUSINESS’ 


These are the major findings of the McGraw-Hill survey of “Business’ Plans 
for New Plants and Equipment” in 1950. Made by the McGraw-Hill Depart 


ment of Economics, the survey shows 


1. Industry —as represented by manufac 
turing, mining, transportation, and utili 
ties — now plans to invesi $12.4 billion 
in new plants and equipment this year 
This is 13° less than was actually spent 
last year 

2. Manufacturing industries alone plan 
to spend $6.3 billion in 1950 for new 
facilities. This is also 13% less than they 
spent last year. 


plans. The largest part of their funds 
65°, will go to replace and modernize 
existing facilities 


5. Profits and reserves are expected to 
provide 92° of the 1950 investment 
funds of manufacturing companies 
These companies count on new common 
stock issues to provide less than one-half 
of one per cent of the investment funds 
they will need. 


PLANS FOR 1950 


companies review their investment plans 
monthly, Almost all companies go over 
them at least quarterly. The survey shows 
that companies changed plans rapidly 
during 1949 to meet changes in their 
prospects 


7. Other industries are also reducing 
their investment plans in 1950 by 13° 

This coincidence arises from the fact 
that utility companies, notably the elec 
tric light and power companies, plan to 
spend only slightly less than in 1949 
Railroads, on the other hand, are reduc 
ing their capital programs in 1950 by 


February. 


3. Manufacturers as a whole expect their 6. Two out of 


1950 sales volume to about equal 1949's 


4. Manufacturers will expand their ca 
pacity about 3° in 1950, under present Inc., 





three manufacturing 


A copy of a complete report on “Business’ Plans for New Plants and Equip 
ment” may be obtained by writing me at McGraw-Hill Publishing Company 
330 West 42nd Street, New York 18, N. Y 


more than 40%. 








The results of the survey, which are summar- 
ized above, show that American Industry — as 
represented by manufacturing, mining, transpor- 
tation and utilities — is planning to spend 13 per 
cent less for new plant and equipment in 1950 
thaa it did in 1949, 


Since the rate of investment in new plant and 
equipment right now is apparently about 15 per 


cent below the rate for 1949, the present level of 
business investment may be relatively steady in 
1950. That would relieve the fear, expressed by 
President Truman in his Economic Report, that 
“if the downward trend in business investment 
were to continue, our prospects for full recovery 
and continued expansion would be seriously en- 
dangered.” 


BUT, at the rate of investment planned by 
American manufacturing industry for 1950, it 
would take 40 years to modernize thoroughly our 
present industrial plant and equipment. That 
would still leave undone the job of increasing it 
to meet the needs of an expanding economy of 
the kind sketched by President Truman in his 
message. 

In attaining even this rate of investment, the 
McGraw-Hill survey shows American business 
must rely overwhelmingly on its own profits, 
which have declined as the country has left the 
postwar boom behind it. Most American com- 
panies cannot sell new common stock except at 
ruinously low prices. Here is one case where gov 
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ernment action is really needed to help business 
and help to keep a rising American standard of 
living. 

In order to get enough business investment to 
assure the “full recovery and continued expan 
sion” sought by the President, our country needs 

1. Lower taxes on business income so as to re- 
lease more money for new plant and equipment. 


2. Liberalized depreciation allowances on old 
plant and tools so that business can buy new 
equipment faster. 


3. Repeal of the present double taxation of div- 
idends which now are taxed once as corporation 
income and again as personal income. 


It is encouraging to have the President explic- 
itly recognize the key importance of adequate 
business investment in providing steadily expand- 
ing prosperity. The next and most important thing 
to do is to make this recognition effective by dis- 
carding national policies which are blighting an 
adequate volume of business investment. 


President, McGraw-Hill Publishing Company, In 





Win with 
sai EXCITING LIGHT BULB 


CONTEST FOR YOUR CUSTOMERS 


YOULL SELL MORE BULES/ 
YOULL MAKE MORE MONEY! 
YOULL WIN MORE TRAFFIC / 


—if you tie in with this 


Meet Miss Wink. Millions of Americans 
will see her picture when Westinghor 
launches its huge adv 


dvertising — 
— 15, Contestants buy 3 bulbs 


complete ‘a jing - Writers of he st 7 
jingles automatically win prize 


CONTEST 
oer ‘e to name Miss Wir ik fo hg ae 


April 1 to May 31 
Avain Westing use rings the be ll with anew consumer 
mnises to give your Westinghouse li 
r be 
alle d I he WN YO 18 MISS WINK?” contest. 
es one of Americas st popt ‘ea uw celeb- 
s a contest that again seed ~;-sreliasaanr 
id insiston the Westinghouse brand. Official 
records show that in the recent Westing- 
wouse contest, dealers from all parts of the country 
tined sales increases up to 100%. 
SO, ACT NOW! CUT YOURSELF IN! IF YOU'RE 
NOT NOW CARRYING THE WESTINGHOLSI 
LINE, MAIL COLPON TODAY 


you CAN BE SURE...1F ITS 


Westinghouse 
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133 PRIZES— 


CASH CONTEST FOR 
LIGHT BULB DEALERS 


$3500. CASH 


You Can Win As Much As $1000 


ALL CASH 


Get Hada Now! 


Westinghouse is going all-out again to make the “Miss Wink” 


motion extra profitable for dealers. 


Here's how to enter 


1. Set up “Miss Wink” display material 
in your store and windows. Place bulbs 
and entry blanks in high-traffic locations, 
such as check-out counter. Use other 
means to publicize the contest, such as 
newspaper ads, special exhibits, cards, 
truck advertising, ete. Have your sales- 
people tell customers about the contest 
Make your displays clever and forceful 
2. Write a statement on a plain piece of 
paper in 100 words or less on the subject 
“How the Miss Wink Contest Helped 
Our Store Sell More Westinghouse Light 
Bulbs.” Be specific; give figures showing 
sales increase. Describe all the ways you 
promoted contest. Include your name 
and the name and address of store. Mail 
entry to: Westinghouse Miss Wink Dealer 
Contest, Box 1080, New York 46, N.Y 

Entries must be postmarked not later tha 

midnight, June 15, 1950, to be eligibl 


3. Submit at least one photograph show 


ing the contest display at your store. Be 


Cash ee” Lilie 
i aad 


February, 1950 


ELECTRICAI 


contest pro- 


Besides the contest for your customers, 
there's a sper ial eash contest for you 


for dealers only. Its easy, too 


all photographs submitted. 


to place your name and the name 
address of your store on the back of 
All photo- 
graphs submitted become the property of 
the Westinghouse Electric Corporation 
4. Prizes will be awarded on the basis of 
originality, interest, conereteness, and 
In case of ties 
cate prizes awarded, 


comprehensiveness dupli 
All entries become 
the property of the Westinghouse Elee- 
tric Corporation and none can be re- 
turned. Entries will be judged by a board 
of impartial contest e€ xperts, THE 
RELBEN H. DONNELLEY CORPO- 
RATION. Decision of the judges is final. 
5. This contest is open to all Westing- 


house lamp dealers and their emploves 


LAMP DIVISION 


NExr 


PRIZes 


WESTINGHOUSE ELECTRIC CORPORATION 


/ 


Name 
Street. . 


CRs «0 


a cee 


WHOLESALING 


BLOOMFIELD, NEW JERSEY 


| am not now handling Westinghouse light bulbs, but | would like to 
know all abou! how | can cash in on the WHO IS MISS WINK contest 


25 Prin, °° * $50 


$25 
"++ Slo 





SPEED OF INSTALLATION is one of the important advantages of Densheath 
thermoplastic-insulated Type TW building wire. 

Special, super-slick Densheath finish is designed to slip through con 
duit quickly and with the least possible effort 

Fast, clean stripping (yec high resistance to cutting and abrasion) 
takes less time on the job 

Light weight makes light work. Small diameter means more coppe: 
per conduit—points that save hours and dollars 

Densheath is quick to sell, too, because of its long-aging quality 
high tensile strength ... resistance to fire, common acids, alkalies, oils 

low moisture absorption 

We will be glad to cell you more about Densheath, or to supply your 
needs—with the greatest of speed. Anaconda Wire & Cable Company, 


25 Broadway, New York 4, N. ¥ 


Densheat 


THE DENSHEATH ADVANTAGE | 
IN REWIRING WORK 


3 #10 Wires 
permitted in 
conduit 


6 #10 Wires 
permitted in 
2" conduit 


TYPE TW (ANACONDA DENSHEATH) 


National Electrical Code recognizes Den 
sheath for circuits to 600 volts, temperatures 
} to 140° F., and for wet and oily locations 


AN 


THERMOPLASTIC 
TYPE TW 
BUILDING WIRE ... 
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Sell More Ventilation \as a ren “He Ten Billic 


| 
\ir” was a slang phrase appli 


m Tax Exempt 
emanat tudy recently mpleted b tl 
ing trom an unre bl 
air mercha 
hot air per se is 
tomers or workers 
theatre, office, 
sizzling summet 
Wher 


T 


Buy A Car Wholesale \\ 
f erchandise offered . , 


Industrial Building Angle 


r r ‘ 1 


tT 
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Mr. Bill Griffith, President, Griffith Electric Supply Co., Trenton, N. J., (at right) on a visit 
to Roebling’s Buckthorn plant, with Mr. S. E. Yeaton, Manager of Sales, Electrical Wire Division 


“It's easy to see why more and more contractors 
specify Roebling, says Mr. Bill Griffith 


DISTRIBI PORS SALES RECORDS are showing And 


ubstantial boost in the number of orders for Roebling's entire line of electrical wires and cables 
Roebling Building Wires and Cables. And when From their copper conductors drawn in Roebling’s 
you see these products being manufactured in the own mill to their protect coverings, they are 
} 


rh and gineering 


1 few word there's the de scription ot 


Roebling plants the reason tor these increased products of scientific resear g 
sales is plain as day. The most modern machines and manufactured with the most l staking care 
ever built assure highest standards of precision and You can meet practi illy every transmission, dis 
uniformity. Synthetic insulation for small diameter tribution and service requirement with the Roebling 
wires, (being extruded in the picture above), has line of wires and ) Continual developments 
the physical and electrical characteristics that give keep it the ideal choice tor wholesale distribution 
al large measure ot extra depen labil t\ and ensure It’s priced for act © Sates In Ol pet tive marks ts 


, , 
i longer service life and to vield the roht \ © el ed to 
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ROEBLING really puts steam into its advertising, and keeps at it 
twelve months a year. Full pages in color appear in trade papers 
and tell all your customers and prospects about the plus value and 
economy of Roebling wires and cables. Another series of advertise- 
ments, in Fortune, Newsweek and Business Week are aimed at “top 
management” and help to create a constantly growing demand 


for Roebling quality. 


From coast to coast and anywhere in between, all distributors 
have a Roebling warehouse within practical distance of their own 
place of business. Roebling is thus able to supplement your own 
stock quickly and completely so that you are always able to fill 
orders on time and right. Roebling electrical wholesalers always 
find that this is a big help to them in satisfying old customers 


and winning new ones 


There are more than 60 types of electrical wires and cables in the 
Roebling line... available in a wide range of constructions and 


sizes, and with a full choice of standard insulations 





Bare Copper Wires and Strands RoeprRENE Mining and Mining 

Weatherproof Wires and Cables Machine Cables 

Magnet Wire Roec ap Portable Power Cables 

Building Wires and Cables Roewevp Welding Cable 

Service Entrance and Rubber and Synthetic Power Cables 
Drop Cables V. C. Wire and Cables 

Flexible Cords Parkway Cables 


JOHN A. ROEBLING'S SONS COMPANY, TRENTON 2, N. J. 


ROEBLING A CENTURY OF CONFIDENCE 


dtlanta, 934 Avon Ave. ® Boston, 51 Sleeper St. ® Chicago, 5525 W. Roosevelt Road * Cincinnati, 3253 Fredonia Ave. * Cleveland, 701 St 
Clair Ave.. N. E. ® Denver, 4801 Jackson St. * Houston, 6216 Navigation Blvd. * Los Angeles, 216 S$. Alameda St. * New York, 19 Rector St. 
* Philadelphia, 12 S$. Twelfth St. * Portland, 1032 N. W. itth Ave. * San Francisco, 1740 Seventeenth SM. * Seattle, 900 First Ave. & 
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Streamline your 


stocks.eece 


with flexible (Push matics. 


Push-button switch with automatic 


protection for electric circuits 


PUSH — it’s OFF! 








] By stocking basic Bull- 
Dog Electri-Centers with 2 or 
4 Pushmatics installed (de- 
pending on box size), plus a rib and... 
small assortment of inter- 


changeable Pushmatics... 


2 you can supply installers with Push- 
matics of the desired rating and type for 


quick and easy assembly on the mounting 


— PUSH it's ON again! 








3 they can assemble any 
Electri-Center in a matter of 
minutes. Customers receive 
immediate delivery on any 
Electri-Center and your stocks 


are kept to ao minimum, 








turnover problems 
with a small supply 
Centers and flexible 


1 3 
itical in size 
} 
| 


type They 
; fuses and 


automatic 


-Center order, 
he correct box 
desired rating 
this new Bull- 
red of 
tream- 
! 
ere a Fusnmatic t meet every ada condl 
THERMAL ONLY, THERMAL-MAGNETIC, 
and THERMAL-MAGNETIC wit! cclusive 
AMBIENT COMPENSATING FEATURES. All 


\ are 


(&)ButtDoc 


HEADQUARTERS FOR ELECTRICAL DISTRIBUTION 


St 


identical in size an yntour, in ratings of 15, 20, 
30, 40 and 50 am}; 20 V., 1 pole, or 120-240 V., 
2 poles, AC. All are interchangeable for rating 
and type. 

Pushmatic advertisements in leading trade 
publications have set the 


Follow through 
with sales! 





Sensational Pushmatic 
Sales Features! 


Push-button switching 

Positive protection against overloads and short 
circuits 

Trip-free automatic protection 

All types and ratings interchangeable 

Individual single-pole units easier to add or 

interchange than multiple units 





Simple to install; plenty of wiring room 
Approved by Underwriters’ Laboratories 


i i 
ee | 


BULLDOG ELECTRIC PRODUCTS COMPANY 


DETROIT 32, MICHIGAN «¢ FIELD OFFICES IN ALL PRINCIPAL CITIES 
' > ELECTRIC PR T F 


N ANADA, B 





ANADA, LTD., TORONTO 
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favor because 
, importance 
materials and that productivity from labor seit, 


upward swing. Gustr) ages 
’ , the 1920's t 
He offers two interesting observations the 192 and the 
enters the 1950's 
¢ : Be the “I 
for sale by the War Assets Administration is pra : - 


the modern 


1. The backlog of wartime industrial buildings fgg 
andk 
tically depleted. Numerous companies which other 
manutacturers 


trical jobbers 


wise would have bought these structures at reduced 
prices often at the ex} ise Of economical « peration 
will have to expand their own plants 
Many large corporations are building modern 
bution facilities on a nationwide basis. Some 
have programs calling for a dozen or more warehouses 
ind assembly plants ne reason r decentralization 


the point wher« 


eee 


Success comes 
spanging OF 
rvone elst 
ras let 80. 


{rom 


after eV e 
hi 


The | Post World 


(ccasion \ new arrival 


Thirty Years Ago 


a magazine called The 
its unheralded 
executives every elect 
country 
tagged it 


wide-awake 


EDITOR 


tl] lustry has changed 
a couple of time In the late 1920's wl 
country was riding | , wide and hands« 
f its prominent jobbers beg 
longer did tl 
promoted 
recently thi 
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now ALL GUTH 


{oot 


Here's the biggest fluorescent news in years: you can now use the new 

4-ft., 425 ma. T-12 Slimline Lamps in every fixture of the entire GUTH fluorescent 
line. And the 4-ft. Slimline is efficient! Same lumen output per foot as 
the 8-ft. Slimline. 


Now you have your choice: 


the 4-ft. Slimline 

the 8-ft. Slimline 
standard 40-W lamps 
standard 85-W lamps 


in GUTH fluorescent fixtures. 


™ 
‘\ 


FUTURLITER ° MAZELITE CADET” ARISTOLITE © FLU-0-INDIRECT TROFFERS 
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FIXTURES 


# EASY TO HANDLE 


For full details, 
call your nearest GUTH resident engineer or write 


YOUR TEAMMATE 
IN 


LIGHTING 


TRUCOLITE * 
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Spud 


Vaportight — 


PYLETS 


for added protection 


For any indoor or outdoor location subjected to heavy concentra- 
tions of non-flammable vapors, gases, dusts or moisture, Pyle sup- 
plies a complete line of the highest quality industrial lighting 
fixtures delivering dependable and efficient illumination. Under 
these conditions vaportight lighting Pylets have an exceptionally 
long service life due to their heayy duty construction and especially 
efficient sealing features. 

Bases are available in galvanized cast iron, aluminum alloy and 
bronze. Receptacles in porcelain and heavy duty molded bakelite. 
Vhe bases have a large wiring chamber which remains vaportight 
even though the glass globe is broken or removed. The heavy 
guards, with or without shields, snap into a taper on the base and 
may be tarned and locked in any position. 

Che superlative Pylet line for lamps from 10 to 200 watts includes 
a complete selection of hub arrangements, with or without a switch: 


varied types for conduit, outlet box, surface, wall and handrail 





mounting; single, two and three gang fixtures: four reflector 
styles: portable hand lamps: and midget fixtures for LO watt lamps. 


Consult vour Pylet catalog L100 for complete listings. 


Cum THE PYLE-NATIONAL COMPANY 


TISAZNORTH KOSTNER AVENUE CHICAGO 51, ItttLinots 


ffices and Representative 


Railway pply 


ties of the United States. Export Department: internat 


New n Agent: The Holden Co., itd, Montre 


PLUGS AND RECEPTACLES © FLOODLIGHTS + TURBO-GENERATORS © CONDUIT FITTINGS * MULTI-VENT AIR DISTRIBUTION 
, 
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SOURCE 


The hgures we use 


comparisons of pe rformance 


ing field are collecte 


Census of the U Dept 


February, 
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d and comy 


THE NATIONAL MAGAZINE OF ELECTRICAL WHOLESALE DISTRIBUTION 


A McGraw-Hill Publication 








1939 
AVERAGE 
MONTHLY 
INVENTORIES 





Business Index 
For the Month of November 1949 


SALES The 
wholesalers, all 
no change ove! 
of 12 percent bel 
However, cumulati 
1949 were only 
period a year ago 

November is th 
sales volume of 
fairly steady 

By class of 
and specialties 


us mont 


iled by the Bureau of the 


t Commerce 


WHOLESALING 








* A shallow trench is all you need for U-S-S Amerite- 


Amerprene Cables. You save the cost of an expensive con- 


duit system, . . 
A Runway lights, boundary lights, street lights and building 


lights can all be operated through Amerite-Amerprene 
Cable 


y Installation is simple under existing runways— drill a hole 
and pull the cable through. No rigid conduit is needed. 
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AIRPORT WIRING 


by 


Civil Aeronautics Administration 


ire Company 
i steel & Wire 
Ae AERITE-AMERPRENE CABLE 


J HESE two types of U-S-S American Electrical 
Wire and Cable have been approved by the 
Civil Aeronautics Administration under specifica- 
tion L-824 for underground airport wiring 
No conduit is needed for these cables. Their in- 
sulated conductors are encased in a tough, resilient 
jacket of 
pound that is highly resistant to moisture and soil 
\mer- 


Amerprene — a polychloroprene com- 


fluids as well as to mechanical abrasion 
prene-sheathed cables can be laid in an open trench 
and will give reliable service even in soggy ground. 

AMERITE-AMERPRENE CABLE is approved as lype A 
—Style RR for 600, 3000 and 5000 volts. Excellent 
insulating and physical properties are combined 
ina single cable. 

AMERZONE-AMERPRENE CABLE is approved as lype 
B—Style ROR for 3000 and 5000 volts. This cable 
utilizes an ozone-resistant type of insulation. 

Both cables are available in single and multiple 
conductor construction in all sizes commonly used 
for airport work, 

] 1ape 
In addition to these specific designs, we regularly 
furnish similar constructions for either direct burial 
or aerial service at even higher voltages. For many 
applications, our engineers recommend [ype PS 
non-metallic shielding, supplemented by bare cop- 


per ground or drain wires. Uhis unique method of 
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: “" 
& Wire Compe 
can Stee AERPRENE CABLE 


— 


Ameri 
AMERZO 


shielding is designed to protect workmen from in- 
jury, and to prevent possible damage to the rubber 


insulation from the effects of corona or ionization 


Write for specifications 


Amerite-Amerprene and Amerzone -Amerprene 
Cables are among the first approved by the Civil 
Aeronautics Administration for use in the new air- 
port building program. Any office of the companies 
listed below can supply you with detailed infor 


mation on these two types of cable 


AMERICAN STEEL & WIRE COMPANY, GENERAL OFFICES. CLEVELAND, OnIO 
COLUMBIA STEEL COMPANY, SAN FRANCISCO 
TENNESSEE COAL, (RON & RAILROAD COMPANY, BIRMINGHAM, SOUTHERN DISTRIBUTORS 
UNITED STATES STEEL EXPORT COMPANY, NEW YORK 








Electrical Wholesaling B U § INE § § IN D EX 





REGIONAL ANALYSIS 


NOVEMBER, 1949 


Figures in this table apply to the geographic divisions 
as outlined and numbered in white on map above. 








SALES INVENTORIES 
November 1949 November 1949 
Compared in °%, with Trading Compared in °, with 
Oct. Nov. Region Oct. Nov. 
1949 1948 (See Map) 1949 1948 


+! + 2 | —-34 
+8 — 3 2 —26 
—13 —25 
onal § —28 
—14 —24 
—30 —2! 
— —2I\ 
—19 —I8 
—10 —3) 
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February. 


Rome Service Cable 


&\ 


will get YOU 
more business 











From pole to meter. ..to 
range and hot water feeder 
services with Rome Service 
Entrance—Type SE, Style U. 








Underwriters’ Approved 


Of for 600 volts. 


You will do your customers and yourself a real favor 
by selling and installing Rome’s improved Service 
Cable. Wholesalers and contractors, alike, benefit from 
its extra advantages, economy of installation, plus 
neater appearance 

For example, Rome Service Entrance Cable (Type SE 
Style U) can be used as a single cable directly from pole 
to meter, as well as for electric range or water heater 
feeder services, without expensive hardware and fittings 
Installation is simplified, time and money saved. An 
improved construction gives exceptionally long life... 
makes it easy to handle. 


ROME CABLE 


i 
ROME + NEW YORK 
From Bar to Finished Wire ei 
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COUNT THESE ADVANTAGES: 

An improved interlocking braid over the 
rubber insulated conductors 

A new, clean inner assembly for easy 
identification of color-coded conductors and 
a brightly tinned concentric conductor for 
easy connection 

Improved edgewise bending and flexibility 
A special moisture-resistant tape over the 
concentric which seals out atmospheric 
moisture 

An outer covering of non-rotting, non-wick- 
ing combination of glass and presaturated 
yarns 

A non-marring, flame and moisture resist 
ant finish which can be repainted to match 
any desired color 


It Costs Less to Buy the Best... 
Buy Rome Service Cable 


2 Gr eh nn a RC oe 


= 





Here are explosion-proof lighting fixtures that weigh thirty 
percent less than fixtures of similar performance rating, yet 
diffuse ten percent more light while operating at substan- 


tially reduced temperatures. 


This improvement in performance and efficiency is 
achieved by the use in manufacture of porous metal cylinders 

a method of construction that equalizes both temperature 
and pressure, /iterally allowing the fixture to breathe. 


Appleton Vented Lighting Fixtures are another Appleton 
“first’—products of the same engineering skill that gave 
industry its first explosion-proof fluorescent fixture. What- 
ever your customers’ illumination or electrical fitting 
requirements, sell Appleton—pace-setting manufacturer of 


electrical equipment for nearly half a century. 


SOLD THROUGH ELECTRICAL WHOLESALERS 


APPLETON ELECTRIC COMPANY 
1734 WELLINGTON AVENUE © CHICAGO 13, ILLINOIS 
Branch Offices: NEW 


4 Ave . 
t 


AN 
429 8 
M 


BALT 


Resident Representatives 
ksonviile, K 
Export Representatives 


4 Fs 6 


PAT. APPLIED FOR 








SECTIONAL CONSTRUCTION 


Connection block provided 
in canopy for line connections. No 
other connections are necessary 


Shock-absorbing socket 


Metal cylinder threads 
onto canopy, completely 
enclosing connection block 


Dome unit complete with 


large porex cylinder 


Heat-resisting glass g 
is clamped in place anc 
detaches itself from 
fixture when lower ring 


is removed 





Gasket 
One Asbestos 
One Aluminum 


Reflector held with 
three screws. Can 
be removed without 


dismantling fixture 


Guard secured 
with fastening 
screws to lower 


clamping ring 

















Washingtou 
STRAWS | 


ANTI-TRUST ACTIVITIES are drawing the limelight of the Washington stage in a steadily 
widening arc with business—big and little—ordered to the bar by the Department 
of Justice. 

Latest case involves one of those "blanket” indictments under which 22 leading 
mail order houses, tire manufacturers and retailers and 24 individuals are charged 
with a criminal anti-trust conspiracy in the sale and distribution of used storage 
batteries and the handling of salvaged lead. 

It is asserted: “The defendant’s plan, which was effectuated by price fixing and 
boycotting arrangements and which covered every step in the economic travels of 
a battery, resulted in a carefully knit circle from which competing retailers, scrap 
metal dealers, smelters and manufacturers of lead products were excluded.” 

NOTE that the use of “blanket” indictments is the latest wrinkle which, if 
successfully applied, will become very popular with the Anti-Trusters. 

NOTE ALSO that some of the activities against single units of the electrical 
field might well foreshadow broader action in that industry along a wide front. 


JIMMY BYRNES BURNED the hopes of the stand-pat fair dealers in Congress who 
thought that the States Rights hatchet might be buried this session so that, with 
an eye on the fall elections, the Democratic party might build up at least a semblance 
of a solid front. 

This former Secretary of State, United States Supreme Court Justice, Senator, 
and for many years intimate advisor of F. D. R., has announced that he will be a 
candidate for governor of South Carolina. With a fine record of service to his 
country to point to, Byrnes, if elected, might well spearhead a movement to get his 
Democratic party back to Democratic fundamentals—which in 1933 were “mostly 
put on ice,” including States Rights, and have been kept there ever since. 


TRUMAN LOST. At long last—after weeks of fiddling, until the country slowly but surely 
reached a coal shortage of near-disastrous proportions, President Truman finally 
pulled his head out of the ground, saw that the situation “might imperil the national 
health and safety” and at 11:35 a.m. on Monday, February 6th, 1950, issued an 
executive order invoking the Taft-Hartley Act in the soft coal strike. 

Two weeks previously the chief of the U. S. Bureau of Mines had stated that 
the coal shortage had practically reached emergency proportions, but the President 
apparently did not agree. He sat tight for another week, letting the nation coast 
with less coal for keeping warm and for keeping factories in operation 

Then another maneuver to bypass the law he hates—an offer to appoint a ‘“‘fact 
finding” board. This meant another week lost by fiddling while the country burned 
—more of its precious stock of coal. 

Now at last, resort to a law of the land that the President has sworn to exe- 
cute—regardless of whether he likes it or not—and another week must pass before 
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there is a chance for resumption of soft coal mining, and that a slim chance 
» been 


Status of coal reserves in some industries is tragic, Steel furnaces have 
shut down. Workers have been laid off. The bulk of factories that now are down 
to a 2 week or less supply of coal will have to suspend because the question of when 


soft coal will again start rolling toward the coal-hungry industries is anyone’s guess. 

Repercussions, both economic and political, directly generated by the Pres- 
idential delay, may be expected to keep piling up right up to 1950 election time 

Lewis, with his no contract-no work policy, his reduced 3-day work-week, his 
tacit consent of “go slow” working, has kept his 400,000 miners on mere sub- 
sistence income with only the equivalent of 7 weeks full pay since June 1949. The 
over-all effect of Truman’s delay to the eleventh hour can be measured only after 
all industry is once more operating normally. Meanwhile thousands of workers will 
suffer loss of pay checks when they might have worked. The oil industry has 
gathered in a record-breaking total of new residential, commercial and industrial 
customers for fuel oil. Railroads have ordered over 1,800 new Diesel engines 
against a score or so of coal burning locomotives 

All those pocket-book losses which the country has been and is suffering surely 
will be reflected at the polls next November. 





BITTER PILL FOR FTC, Jaking what may become a very liberal dose of its own medicine 
will be the unique experience of the Federal Trade Commission as Chairman Wright 
Patman and his House Small Business Committee get underway with the announced 
investigation of FTC activities. 

Mr. Patman charged flatly that the Commission “has failed to carry out its 
assignment in protecting public and small business against the trade abuses prac- 
ticed by large corporations.” There is talk of shaking the Commission up from 
top to bottom. 

This assault on its sanctum comes when FTC Fas just asked for amendment of 
the Clayton Act to provide that where a corporation has attained a size that sub- 
stantially lessens competition or where a small group of corporations (big “threes” 
or big “fours”) have collectively attained such size, such corporation or corpora- 
tions shall be dissolved into corporations of a number and size sufficient to remove 
this effect 

Mr. Patman may find that he stirred up a hornet’s nest. 


FISHING EXPEDITION is what some old timer called that big mailing of questionnaires 
to trade associations, labor organizations, farm and consumer groups by the Pres- 
ident’s Committee of Business and Government Relations. In the most polite terms 
the Committee’s chairman, Secretary of Commerce Charles Sawyer, asked recip- 
ients for the benefit of their own experiences and suggestions or ideas that would 
help the committee in promoting a “sound and practical program.’ 

“Program for what?” is the query in many quarters. “For revising existing 
laws, where procedures for enforcing them should be altered, where penalties should 
be revised,” answers the Committee’s notice. 

In fact, the order which creates the Committee contains words expounding the 
most noble purposes, including that of “increasing the effectiveness of these laws 
is bulwarks of free Committee enterprises.” 

Time will tell what these expeditions “‘netted’’—but in all probability it will be 
told mostly in the records of other government agencies and the Department of 
Commerce will nct be among them. 


HOSPITAL AID, Tabulation of probable hospital construction outlay under the expanded 


federal aid program indicate that $1,800 million will be spent between now and 
June 30, 1955, when the law expires. Half the money will come from the Federal 
treasury, the other halt from local sources. The State of Pennsylvania tops the list 
with an estimated volume of $138 million in hospital construction. 

Electrical wiring controls, safety devices, lighting, signal and communication 
equipment take a steadily increasing slice of the total, nearly ten percent at last 


reports, 
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APPLETON in the specifications 
MEANS 


PERMANENCE in the building! ' 


oF 


a equale i 


. — pak << gree - 


/~ 





wo ACE 


One RELIABLE Source for EVERY 
Electrical Wiring Requirement 


The above specifications are from a recent bank building job— 
a job that called for lasting dependability, first quality through- 
out. Appleton fittings were specified because they're precision 
engineered to meet requirements—made to highest standards in 
Appleton’s own foundries and fabricating plants. 

Whether it’s a simple installation or an intricate system of 
wiring for a highly hazardous location, the exact fittings required 
are in the 15,000-item Appleton Line. 

Skilfully designed for fast and easy installation, Appleton 
fittings provide top performance in any type of electrical con- 
struction or maintenance. For complete customer satisfaction 
sell Appleton Electrical Fittings, STANDARD FOR BETTER 
WIRING. Complete catalogue information on request. 


Sold Through Electrical Wholesalers 


1734 WELLINGTON AVENUE + CHICAGO 13, ILLINOIS 
Branch Offices: NEW YORK, 50 Church St. © DETROIT, 3049 E. Grand Bivd. « CLEVELAND, 1836 
Euclid Avenve « SAN FRANCISCO, 655 Minna St. « ST. LOUIS, 420 Frisco Bidg. « LOS ANGELES, 
100 N. Senta Fe Avenue « ATLANTA, 724 Boulevard, N.E. « BIRMINGHAM, 429 Brown-Marax Bidg. « 
MINNEAPOUS, 305 Fifth St, S. © PITTSBURGH, 414 Bessemer Bidg. « BALTIMORE, 100 East Pleasant 
St. ¢ BOSTON, 10 High Street « DENVER, 192! Bloke Street © PHILADELPHIA, 1017 Cherry Street. 
Resident aro rmceceoncaineg: Cincinnati, Dalias, Houston, indianapolis, Kansos City, Milwaukee, Seattle 
Export Rep i a! Standard Electric Corp. 67 Broad St, New York 4, N. Y. 











CONDUIT FITTINGS + LIGHTING EQUIPMENT + OUTLET AND SWITCH BOXES + EXPLOSION-PROOF FITTINGS «+ REELITES 








at the NEW 1950 FANS 


Your Customers 
Are Going to Buy 

















TYPES as SIZES 


Restyled...Kedes igned! 


Biggest, newest, most complete ventilating 
fan line in the country. 
a 
Domestic — Commercial — Industrial 
€ 
Catalog ready soon. Reserve your copy 
now. See for yourself why your customers 
will prefer “Rex Airate” in 1950. 


==—_t-CONFROLS NC} 
Div. of THE CLEVELAND HEATER CO 


2310 Superior Avenue Cleveland 14, Ohio 
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NEMA Will Resume Fight 
If Boycott Ban Fails 


Policy of “Watchful Waiting” is announced by NEMA as it 





stands ready to proceed under Taft-Hartley and other statutes 


if New York union resumes boycotting of electrical products 


NEW YORK—Following the action 


a few months ag by Local Uni 


the International Bré 


Workers 


EST ET a a 


f electrical 
cal Manufacturer 
sued a statement 1 
t make clear to « ll 
ent position of tl 


boycotts 





HONORED by 800 of his close friends and associates at a recent dinner held 
at the Hotel Statler in Boston was John J Jack) Caddigan (second trom 
left), assistant vice president of the Boston Edison Co., who is retiring efter 
a half-century of service to the electrical industry in the Boston area. At the 
speakers’ table, from left to right, are: J. V. Toner, president of Boston 
Edison; Mr. Caddigan; George H. Wahn, president of the Electric Institute 
of Boston and prominent electrical wholesaler; T. H. Carens, vice president 
of Boston Edison and toastmaster; and Rev. Father J. H. Doyle 
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TYPE PVS 
EXHAUST FANS 


FEATURES 


ALL-PEERLESS ELECTRIC UNITS—These fans are com- 
pletely designed and manufactured by The Peerless 
Electric Company, a manufacturer of fans and motors 
since 1893. Both the motor and fan are designed to work 
together as a unit. This assures quiet operation and full 
rated output. 


CAPACITOR MOTOR — Permanent split capacitor type 
using no internal switches or mechanical parts to fail and 
cause breakdowns. Totally enclosed to exclude all dirt 
and moisture drawn over the motor. Highest quality 


material available used on all parts for a trouble-free motor. 


QUIET OPERATION — Wide heavy gauge steel blades 
rotating at slow speed to assure rated capacity at low 


noise level. 


eter é HORIZONTAL OR VERTICAL MOUNTING — Fans may 

be mounted in either position without ordering special 
design. Ball bearing in rear hood to take end thrust in 
all positions. Easy to lubricate and service when needed. 





FURNISHED COMPLETE — Controller for single speed, 


two-speed, or three-speed operation furnished with unit 


. 


as ordered. No other switches or starting equipment 


required. 


EASY TO INSTALL— Requires only 4 or 6 lag screws or 
bolts to mount. Opening may be round or rectangular— 
panel will cover all irregularities of cut opening. 


GUARDS AVAILABLE — Neat appearing and protective 


A _ J guards for inlet side to eliminate hazards are available 
> 


x 


4 
| loid baked enamel. 
Tease 2 CENTER \ 
= Moss Omerrrtio a5 
r ewonmanee ; RATINGS — According to National Association of Fan 
t in Manufacturers and American Society of Heating & Ven- 
~~ 


for all units. 





EASY TO CLEAN—Streamlined surfaces allow cleaning 


to be done in minimum time. Finished in gray Hammer- 


{ % tilating Engineers. 


GUARANTEE — Peerless Electric Fans and Motors are 


guaranteed against defective workmanship or material for 














— 








4 y a period of one year from date of shipment from factory. All 
Vg Oia Hoses f units when shipped are registered and the serial number 
identifies it immediately for spare parts or duplicates. 





FAN PERFORMANCE AND DIMENSIONS 





an | Capacity | Motor R.P.M. | Recommended | B D E Shipping 
ia. | C.F.M. H.P. | Weight 


| 

1 \ “ 55 
“e 3 75 
Ve 3% 90 


Model M4 





PVS-16 | 16” | 2150 y P 22% | a 





| 

ae Pr 

PVS-18 | 18” | 2900 . 24% 18% | 
' . ; 











1 
1 





PVS-24 24 4550 P 31% | y 24% 

















PVS-30 30° | 7375 ; 30 | | 37% | 13% 30'% | 1% | 3% 145 











THE Peerless. Electric COMPANY - WARREN, OHIO 


NO. $DA.130 
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The NatTiowar Macazint 


Ececraicar WHo.esace 
DisrRieUuTION 


Established 1920 


For Setter Selling 


That Vast Market—Ventilation 





By P. Dixon Briggs* almost man 


emhoency ot w 


tained at ; 


LECTRI( VENTILATION 
is a rapidly growing business 
because peopl every where ire 


pecoming more ait ONSCIOUSe 


PO emt et pl a RR as 


u_ breat 
e water you 
ibout 400 


minute 


where electric ventilation i P. D. Briggs 
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APPLIANCE MERCHANDISERS use ventilating equipment themselves as 
Kisco photo well as carry it in stock for fast selling. 


THE HOSTESS provides cool drinks rHE 


and cool air to guests 


Herman Nelson Corporation photograph. 


predetermined control of the to be approximately 118 percent of \t 


\n examination of these market 
the 1948 period. We 


provide an asst have ampl possibilities might be helpful to vou 
he flick of a swit reason to believe that the balance of f electric ventila 
the calendar vear will show no de 


cline in the rate of new orders 
GROWTH OF ELECTRIC VENTILATION } a 1 th Soateas went } 
booked, and the tuture years snow 
My experience in this bus great promise ™ 

: . ta | rm fe 
happily extended ove \ lhe ever-increasing need for ade Lets take farm field fir 


rst, 


FARM MARKET 


se } dc orent sromise as z 
during 1 “ quate ventilation makes this business é ag ae Sing nki ah gt tee kod 
: | ] relatively new marke tor 

ssed ren strong and vigorous 1 ly i t 


ventilation—and we 


electric 


catch the farm 
ers piace ¢ and his home 


it one time Many farmers 
, ound electric 
You are assembled here t al 


THE FOUR MAJOR MARKETS have 

ventilation an invest 

ment th: as paid for itself in } 

ut existing opportunities in ; | uid ‘ “~ . “os 

promotion of electric ventilation [a oa or 
1 


; : . nany | 1r-miss methods of ventil 
would be hard t nnd j qui ' | 

: ’ rying and curing 
fertile field because most of the mar ’ _—* : 


electric ventilati uip = poms grter procuctne 


m the a ind proh rom existing farm equip 
these ‘ of modern 

arvest earlier 

aturation ities , ind faster than farmers did a 


l gen 
ead “eraiilics : a eration ago, thus in the category of 

a HUTIS he i i . 
factories. stores and offics crops the farmer needs electric ven 
ci , i U S adil OM Ss l \ . o 


wired for the great benefits of e EEO SOF 
wer services Barn hay curing 
can direct our attention t Corn drying 
EN HE ey nee Tobacco drying 
major markets, as tollow Potato storage 
Dehydration of products 
Apple storage 
Peanut drying 
Hops drying 
Mushroom growing 


Farm field 
Industrial field 
Residential! field 
Commercial field 


irkets offer millior Rice, barley, oats drying, etc. 
the sale 

iportar permit a discussion 

but brief com 

you. For 

selling mple, barn hay ying, instead of 

Electric mpletel I the field 


with all 


» today 
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rHE PRINTER keeps this press room cool by installing a propeller fan that exhausts 


through a duct built into the glass brick wall section. [lg Electric photo 


Dairy barns 
Horse stables 
Poultry houses 
Hog houses 
Creameries, etc 


Electric ventilation in a dairy b 
oy 


makes it possible to control 


remove odors 


‘ ‘ 1 } ; 
emperature, kee ne darn ary 
‘ he 


ply fresh ur, 
ou know 


Ww eigl it faster 


equipped v 


ier cattle produc 


ms woulk 
Kitchen ventilation 
Night-cooling (attic fans) 
Laundry ventilation 
Bathroom ventilation 
Recreation room ventilation 


We miaht briefly di canes 
use of 
Every 
way 
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PHE FARMER dries hay with or with 
out sun by elec. hay drier. REA photo 


aborator\ 


periment 


entire m 


reduc ed in 





sulated or uninsulated dwelling since 
insulating material retards but does 
not stop the transmission of heat 
Many builders have found that the 
proper use of kitchen ventilators or 
attic fans in the home will prevent 
the spreading of moisture and there 
by stop deterioration of insulation 
in the walls, ceiling or roof of the 
dwelling 

An electric 

of a modern home 
the heat 
ture given off by automatic washe 


ventilator in the laun 
1S also neces 


ary to remove and mois 


clothes drier, electric ironer and 


water-heatet 


Che need lor electric 


electric 
ventilation 
n bathrooms and recreation rooms 
is self-evident 

Che market Research Department 
building 


American Builder,” a 
] Product 


as just published a 
haeed on 
thou 


forty eight 


quipment Survey, 


juestionnaires mailed to ten 

sand builders in the 
ates and the District of Columbia, 

(representing «one-fifth of total 

uilders in ' 

(One purpose ot ie survey was to 

letermine the ex ! » which build 


ide equipment and apphances 


The report 


ans 1 


reported as included in 2 percent of 
new homes 


INDUSTRIAL MARKET 

This field makes great use of elec 
tric ventilation for a larger variety of 
purposes, in fact it would be hard to 
find an industrial plant not using 
one or electric ventilators 
Employees cannot produce at top 


more 


speed in sweltering heat, in stuffy 
air conditions, or in an atmosphere 
laden with smoke, odors, acid fumes, 
or other impurities, and they cannot 
turn in a good health record under 
such conditions 
(Good management therefore pro 
ides factory workers with clean, 
fresh air to 
Increase production 
Decrease labor turn over 
Decrease accidents 
Remove corrosive elements 
Improve laber relations 
Preserve machines and structures 


ind 
positive ventilation in all 
without dependence upon 
elements 
important and relatively new 


electric ventilation for indu 


plants 1s night cooling 
a Sil ple Syste 
operation 
» make use 
lucing the tem 
and 


air in re 
building 


g machines, 
providing coolet vorking 


1 
ovees during the 


for em] 


COMMERCIAL MARKET 


down tie 


wn or city 


an untold number of prospects for 
electric Off-hand, there 


are more than fifty classes of stores 


ventilation 


or places of business that need elec- 
tric ventilation. The advantages are 
well known keepers every- 

one of the 


ventilating equip 


a few of the 
can promote 


ventilation: 


Grocery stores 

Dyers, cleaners, tailor shops 
Meat markets 

Bakeries 

Laundries 

Garages, service stations 
Restaurants 

Dairies 

Theaters 

Lodge halls 

Bowling alleys 

Printing plants 

Clubs 

Beauty shops 

Drug stores 
Super-markets 

Telephone exchanges 
Offices 

Schools, colleges 

Public buildings 
Department stores 
Hotels 

Tourist motels 

Taverns 
“unera homes 

Barber shops 

Bottling plants 

Auto paint shops 
Laboratories 

Banks 

Gymnasiums 

Airport buildings 

Dancing academies 

Cigar stores 

Hospitals 

Photographic dark rooms 
Doctors and dentists offices, etc 


work better where air is clean and fresh 
Ilg Elec. photo 


OFFICE PEOPLI 


Fach fan circulates 


FACTORY WORKERS below 


provided by exhaust fans on roof 


enjoy frequent air changes 


Emerson Elec. photo ir along a row of desks 
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People everywhere want to shop, 


1 
WOrkK, 


or play in places where the 
air is clean and fresh, in fact they 
conscious and demand that 
they 


and invigorating 


are air 


the air breathe shall be fresl 


SPECIAL FIELDS 


Special applications of electric 
ventilation in the industrial and com 
too 


motor driven fans 


inercial fields are numerous to 


mention, however 


ire used for a very wide variety of 


purposes, ranging from tube cooling 
of radar equipment to the hardening 
ea 


ot cho olate coating o1 


4 andy 


LOAD BUILDING AND LOAD FACTOR 


From standpoint of the 


power 
company, electric 
good load builder 


Sr aking the 


ventilation is a 


motors 
but the hours of service 


1 


ably long. Consider a kitchen ve 


lator for the home as at 


eXampit 
Here is an appliance that is used at 
least three times a day, perhaps three 
hundred and sixty-five davs in the 
year, instead of two or three times 


per week as would be true with cer 


tain other home appliances 


\nother virtue of the electric 
hat it pre 


ir for the pov 


tilating fan market is 
in excellent load fact 
lines \ window or 
example, used for 
he Summer sea 
of central s 
itt-peak period 


eaters al 


THE HOMEMAKER installs attic fans 
for summer comfort. Chelsea photo 
1950—ELECTRICAI 
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lation, to conveniently provide h 
variety of purposes 


air for a wide 


PRODUCT QUALITY AND 
CERTIFIED RATINGS 


Due to thie 
entilating far 


operation becau 


pronounced 


is most | sometimes 


costly to the user guard against 


reduce service 


break-downs and t 


f | 1 
expense tor rs \ i be advis 


ible 


to be 


for your promotiona campaigns 


built around high quality motor 


driven venti quipment 


Such ventil equipn wil 


rent 
Certified 
t Code” for 
propeller fans 

e National Associa 
Manufacturers ind 


f Heating 


Ratings’ 


andard Te 


LITERATURE AND SIMPLE 
INSTRUCTION BOOKS 

\ great 
ivailable 


panies 
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For Getter Selling of Ventilation 
To the RESIDENTIAL MARKET 


tilating « 

retail selling elfort 

wholesale level ultivate 

and { xpand li demand 
Residential 

‘long-felt 

the accor 

of summet 

summer ] 

didn't 

itil Ju 


in busine 





KITCHEN FAN makes work more pleasant for the housewife, hot weather 
cold, by removing odors and fumes. Photo by Trade-Wind Motorfans, Inc 





le into the posi 


of selling the 
lic on the benefits of ventilating 


equipment is required. The problem 


} 
put 


f a compe em, such as exists 


ool ing 00d gas vs. electric 
is practically nil. No 
e market offers 


in the home—at a 
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WINDOW FANS can fight heat by . . » expelling the hot, stagnant 
drawing in cooler air at night. Photo that collects in a room during 


air 
the 


by The Emerson Electric Mfg. Co day. Photo by the W. W. Welch Co. 


AIR CIRCULATOR that doubles as a piece of furniture is designed to appeal to 
homemakers who are practical as well as style-conscious. Photo by the Kisco Co 


those 
Inc 


by 


ventilating one 
in a house both day 


the 


PEDESTAI 


spots 


lig 


Electric 


Photo by 


or several rooms 


and night. Photo 


Ventilating Co 


FAN can 


General 


hit the 
I lectric 


hot 
Co 





price easily wit 
people. A cold drink 1 


but its relief is on 


an air-conditioning 
stricted 
iodest 
Not 


types an 
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ATTIC FAN is the biggest and breeziest member of the residential fan family; it 
Photo by Chelsea Fan & Blower Co 


can circulate air throughout an entire house. 


ckly replenished in preparation 
| | 


succeeding It 
he continuous stressing t 


spells also 


hot 
rt 
ventilation 
at 


of electrical 


hic ¢ 


relief from he 


summer months 
window 


handout 


ban 


as 


displays ma 


mailing pieces should be 


tha 


e public 


reminding t 
equipment 1s jus 


t, still 


can 


ELECTRICAI 


use fans in their 


effectively 
homes and apartments. 
Well-supplied 
supplementary promo 

| all 


with manufac 


turers 
and receive 


ents OF new spape , 


iterials 


tion miat 


innouncem 


and magazine advertising 


that the electrical 
} 


holesaler’s salesman probably will 


reviewing Of tan 
He can familiar 


types oO | 


1O Sone 


facts and figures 
ize himself with all f residen 


tial ventilatir 
close 


ture 


equipment through a 
litera 


study of manufacturers 


and an inspection of models on 


hand 
Product takes on added im 
fans and kitchen 
These 
and 
, 


Sel 


portance Ww attic 


lators considered 


venti are 


because of price 
ialty 

, 
under 
f their ABC's is essential 
fect 


standing ¢ 


sales story 


iora letter per 

\ttic fans in particular 
plenty how for both selling 
In 


f one of these units mig 
and depending 


require 


ot Know 
and properly installing them 
stallation « 
cost about SS&O up, 
an enclosure must 


fitted into the 
ut tl 


every 


ceil 
ough 
ase 


installation also boosts the sales 
of considerable wiring materials 
Success in the attic fan field calls 
the selection of progressive and 


promotion-minded retailers to handle 
the li 


the 


ical contractors make 


bes cause their opera 


tions invoh " case consider 


bl \ k Dealers aré 


ri€ 


most 
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chance to check personally on elec- 
trical appliance needs 
Provide your outlets with the in- 
that will enable them t 
tell the public that: 
1. ( attic 
fan is not too expensive to buy 


formation 


omfort considered, an 


Operating cost of one of these 
units can be figured in pennies 
per day 
An attic 


tire house 


‘an ventilates an en 


not just the attic 


Fungus growth and decay, 


usually accelerated in a home 
during the summer months, is 
retarded by an attic fan 

You help yourself by helping your 
retailers to line up attic fan 
Advise them to 
efforts on the upper 


middle income groups. Tell 


pros- 


pects focus their 


selling and 
them 
that customer contact can be achiev 
ed through personal solicitation or 
direct mail, with a combination of 
both methods being the most prac 
tical 

Building contractors 
tects should be 


attic fan prospect list 


archi 
underlined on 


and 
any 
lor with an 
estimated $61 billion worth of resi- 


these 


dential construction scheduled for 
| ] 


this vear, what 
the at 


tic ventilation equipment market 


men contro 


could be the mother lode of 


Convince the speculative building 
trade that a truly modern home 


should " > pped with an 


entilating system. The 


att 
added sales 
ippeal of a new house which has an 
attic 


fan than outbalances the 


extra cost involved. 


more 

If a builder dis 
rees on this point, get him to in 
stall an attic 


ay 


fan in his model home 





Easy Ventilction Arithmetic 

One important point to get across to 
Prospective attic fan outlets is that fig- 
uring an installation is simple; it doesn't 
present complicated problems in the 
field of air conditioning. 

To assure an adequate installation, a 
dealer or contractor needs merely to cal- 
culate the cubical contents of a house 
(multiply length x width x height) and 
then select a fan from the manufac- 
turer's catalog rated to move that many 
cubic feet of free air a minute. 

For example, a house 30’ wide by 35’ 
long, with two floors and 8 ceilings, con- 
16,800 cubic feet and would re- 
quire an attic fan with a rated capacity 


tains 


of 17,000 cfm. for one complete change 


of air every minute 
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And 
public, which comes out in force dur 
the hot will 
create a sizeable 


enough of the home-buying 


ing summer months, 


demand, not just 
in new houses equipped with these 
fans, but for many installations in 
houses already occupied by some of 
the “lookers.” 

attic 


part of the public which 


Promote ventilation to that 
selects its 
This 


architects 


homes at the blueprint stage 
can be done through 


and builders. A 


} 


too 
promot n of this 


sort would be vased on the economic 
fact that the cost of installing an at- 
tic fan in a house under construction 
is much less than the cost of installa 
tion in an eNisting structure 
\ helping hand in pushing atti 
fan sales is offered to the electrical 
wholesaler’s salesman by the Federal 
Housing Administration. That agen 
cy lists attic fans as permanent 
installation 
These 


con 


equipment, whether an 
is made in a new or old house 
fans financed with new 


HA the 


a roof or a heating system, on a ten 


can be 
struction under | same as 
balance 
over 12 18, 24 0 18) 


months at five per cent 


per cent down payment, the 
extended 
interest. 


1 


Kitchen fans also come under the 


FHA financing plan. As is the 
the 


kitchen fan also presents an installa 


case 


with attic fans, built-in type 


tion problem, the cost of which is 


considerably lessened if the unit is 


installed at the time a house is con 
structed 


Consequently, the home building 


trade should rate high—if not hig! 


st—on any kitchen fan prospect 


t. A kitchen ventilator in a 
home is no longer just an extra fea 
Not 
just for higher | riced houses either 


new 


ture; it’s getting to be a must 
Che low-cost homes in famed Levit 


town, Long Island, include an elec 

kitchens 

otential 
raction 


» total kitchen fan market All 


tric fan in their 


But the new home big 
1S represents 


wired homes considered, the per 


centage not equipped with kitchen 
ventilating runs 
90's 


equipment some 
(last year 


it was about 96 percent; but in the 


where in the upper 
intervening twelve months over tw 


million more homes have been wired 
for electricity ) 
Driving a wedge 


is the 


into this market 


all-electric kitchen promotion 
which includes a fan in its product 


lineup. Moreover, the 


trend toward 


modernizing old kitchens is. still 


WHOLESALING 





What's More 


et 


Soo 
Bde. 


The usefulness of the desk-and-bracket 
fan extends beyond the summer cooling 
Shown above 
which 6 
Other 


unusual—but practical—applications in 


of one or several persons 


are two all-season ways in 


portable fan can be put to use 


clude: 
and 


preventing dampness 


seldom-used 


and 


1. Airing closets 


rooms; thus 
mustiness. 

2. Handling the moisture problem in 
home laundries equipped with automatic 
oryers. 

3. Eliminating tobacco smoke from a 
room after entertaining guests 

4. Increasing the output of a warm 
air duct for winter heating 

5. Raising room temperature in the 
winter by increasing the efficiency of a 
radiator 
These and other unique uses of ventilat- 
ing equipment in the home will add more 


impact to your retailers’ fan sales stories 








ventilating 


] 
ce 
1 1 


| 
LieT 








For Getter Selling of Ventilation 


HEN IU] 


Ing 


COMES to select 
production equipment 
his business, the average 


He in 


salesman demonstrate 


lor 


farmer is a careful buyer 


sists that the 
that the article actually does the job 
that it brings the 
the salesman, 
that it 


larm operation 


as advertised, 
benefits suggested by 
can be 
This 


electrical 


and most 
fitted into the 


applies 


important, 


particularly wl 


ere 
equipment is concerned 
tan 

the 
] 


is greatl 


Therefore success in ng 


and ventilating equipment to 


farmers of America depen 


on how well informed your rural 


dealer and contractor customers 


ind 


are 
concerning uipment the 
farmer s 

Electric upply salesmen c: 
fan 


13 
id 


crease 


farm 


a d 


i de line 


another 


lavor 


should 


I 


erstand that 


and 


seri 


ARM 


dealers 


1 tarm 


To the RURAL MARKET 


a tngh rate, there has i 1 ‘ some extra 


wwnward 


trend Howeve to show 


in farm income in this cas« and ven 
lvantage because it | 


ntractors 


resents lla 1 11] nt in play the 
and ( 


wit 


strong saies argument in 


ventilating equip 


pment installed or ising 


new 


duction farms have 


il 
the 


ventilating 


on 


the salesman work to 


rural 


ind 


make his customers produc- 


the ion and sa money tor the 


| regardless o farm 
incomes the cost 
ventilating 


equipment lat appli- 


ht ] - 
yroblem ventilating equip 
remembere ment on the modern farm is in dry 


1949, 


than twice as 


income in allowed 
incomes I 
\¢ been equipped with ; t system, 
I and the 
pleted by for« 
} million ws 
1942. It is Lo hay crops by 1 


production ex 


was 
eavy de Ww 
bleaching have 
mly about 3 een eliminated | his f 


1948 


one use ot 
uipment alone 
that 
1 
k 


1S quic ‘er, 


larmers 


to retain 
high food 


WIVES want ventilators in their modernized kitchens REA photo 
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tarmers 


ipped 


WHOLESALING 


with 


irying, apple storage 
mushroom growing 


ire all operations where 


and fresl 
ittle are 
ie 


\notl 


ier and produce more milk 


er faa to be emphasized re 

‘ l the ftarm 

luces deteriora 

keeping 

is less 

rust 

quired tor 

uintenance of the buildings 

Ventilated hog 
nany problet is Ie 


Yi a owed 


ifm i 


sumiin 


Ventilation 


benef 





For Setter Selling of Ventilation 
To the COMMERCIAL MARKET 


Fan & Blower Co. photos. 








commercial 
construc 


here's 


icture 


requiring the 


and oftes 


COOL fresh air increases office efficiency Kisco Co. photo 
| he encou!l 
builders that they 
equipment nm 


ew commercial 


ractor working 
just about any 
commercial 

of fan and 
that they 
allows them 


ot arranye 
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MODERN meat market relies on fan to circulate fresh air. Herman Nelson photo 


ventilation but many of them need 


a more adequate system 
equipment 


Fan and ventilating 


installed in bakeries not only re 


moves odors, fumes, dust and steam 


but also keeps flies away and in 
addition is an important factor in 


maintaiming certain necessary room 
temperatures 

Garages and service stations need 
fan 
remove dangerous exhaust fumes 


of fat 


and ventilating equipment to 


Restaurants are in need 
and ventilating equipment to cleat 
the air in the kitchen as well as in 
the dining rooms 
Although 


have air-conditioning systems 


theaters 
there 


theaters 


1; ro 
large 


many 


are thousands of smaller 
throughout the nation that cannot 
afford the 


system. Properly installed, 


initial cost of such a 


fan and 
ventilating equipment can do a sat 
isfactory job of changing the ait 
in these small theaters 


Public Meeting Places 


Lodge halls, clubs, gymnasiums, 
sports arenas are potential buyers of 
fan and ventilating equipment be 
cause they require frequent changes 
the 
odors and dust 


of air and removal of smoke, 
Bowling alleys must have fan and 
ventilating equipment to keep the 
air fresh, clean and free of smoke 
Ihe health and 
fice workers improves when offices 


ethciency otf ot 
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Febrvary, 


it the 
equipment 


are equipped w 
tilation 


There are countless opportt Mi 


for selling fan and ventilating eqt 


the « ] 


salesmen wi 


ment mime 
vantayve 

equipment 
pla es as beauty 
small hotels, taverns 


barber shops 


ute 
laboratories, banks, 
ennes, hos do« 


tists, 
build 


pitals 
they will 
quite a 

and, at a high ] 
contractor 
get many lhe 
list of establishment are 
few places where the electrical con 


: 
dealer and wl 


ness 


helping their customer 


extra | bs 


toregoiny 


mst a 


olesaier cal 


tractor, 


book many large orders 
Operators a! owners of com 
mercial establishments also can be 


sold a fan ar entilating installa 
bring the desired cus 
and 


mtractor 


tion that will 


tomer-comfort employee eft 
iency if the « 
that the 


costly as a 


points out 


installation is not near as 


complete 
conditioning system 


Chere is another large group 


commercial 


operators who will pre 


fer tan and ventilating equipment 


rather than air conditioning sys 
} ae 1 
recause the lea 


tems 
on stores expire ina few years 


\n important point that 
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whol 
buil 
and 
hed 


sell 


] 


Sai¢csinan 
the cr 


sales 


esale 


' 
nny 


up 
ventilating 
customers can 


others 


haps, 


sun 


cony 


ner business 


letels 


ause t 


are 
the 
In 


and 


able 


custome! 


Miany 


ventila 


pend on wu 


cont 
ind 


ple 


knov 
sh uu 
vic 


with 


lan ¢ 
shou 
port. 
ishec 
ind 

omm 
stall 


tact 


now 
ing ¢ 
1950 
equiy 
Lead 
and 
ny 
Id 


Be 


pecte 
€ stab 
veal 
tradi 
tial 
rl 


and 


building 


racto! 
ventilating ig) 
s. For 


is contractor 


erin 


xample, the 


VY e@Xactly 
ld be insta 
the most 


ethicient 


maximun one 


ink vel 

ke Ln purse ime 
mt to 

1 cust 
ventilati 
endation 
1vion that 


ry 


to pre 


pare an aggressive 


ampaign tay 
sale Ss ol tan 
ment will " 
ing government 
privat 
ing 
cause Ol 
Starte 
d that more 
lishments 
Che 


tionally |! 


latter 


1001 
1 conimne};: 


ventilating 
1 


salesmen and con 


great 


opportuniti 





Salesi 


For Getter Selling of Ventilation 
To the INDUSTRIAL MARKET 


in these facts and makes his plans ac wholesaler 
stan Ip int 


It is equally as important from 


TOP consideration today 
the building of new industrial cordingly has immediate and ready 
plants or the modernization access to a rapidly growing market 
both in terms of initial installations the consideration that industry 


of existing structures is ventilation 
usually must have the larger sizes 


and replacements. t 
a high level of sales of in of equipment requiring special in 
stallation and involving the addi 


In recent years management has 
begun to realize that ADEQUATE ven But 
dustrial ventilating equipment can 
and the efficiency of their workers not be attained through wishful 
thinking, Only by a consistent and 
sound sales and promotional effort 
can it be built up and kept at a 


tilation is a requisite if the health 
electrical sup 

are to be maintained at a high level. and cable, outlet 
With laws that limit working controls and 
hours and set minimum wages, 
overall labor costs have risen so high level. Knowing that management and 
Without doubt the industrial the plant electrician or electrical 


sharply that management's interest 
ises, 1s familiar 


in the benefits of ventilation as been market has more diversified uses contractor 
rapidly accelerated during the ventilation 

hay - he le arket. Ac- vane ae ae 2 . , a 
Kperts than any other single market. /\¢ n oug on cases only 
I should start 


mn with a re 


ast for fans and ventilating equipment 


few years. Management « 
tually it would be very difficult to 


reason that anything which serves 
industrial plant, whether: 


to increase the worker’s satisfaction find an 
with his job and his surroundings large or small, that does not require f f 

certain to build a better relation one or more electric ventilators and benefits of industrial ventilation 
\s good ventilation standards Briefly, adequate ventilation con- 


type SistSs or tft untenance of the 


1 
e essential tacts 


between employer and em 
id increase hourly output have risen, more and more 

of work and classes of working areas proper temperature, humidity, cir 
ulation and purity of air in any 


the extensive programs 
improving industrial re where ventilation was previously 


I 
lation 


most organizations have in o;*ration disregarded have come to be cor vorking 


it the present time the subject of sidered as “musts” on the list of most healthful 
ventilation has a definite place for locations where controlled ventila 
tion is needed, 

Thus, it is plain to 


industrial ventilating market is 


its valuable contribution to the em 
e's well-being and enjoyment 
annot be overlooked 


ho recognizes exceedingly important one to 


nal \ 








VENTILATING UNITS placed on roof of factory provide 


clean, fresh air to workers below. Ilg. Elec photos 


FUMES AND EXCESSIVE HEAT that cause discomfort for 


workers are removed by the installation of propeller fans 
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THE INDUSTRIAL MARKET offers many uses for fans and ventilating equipment 
comfort in a formerly hot laundry. Emerson Elec. photo 


should be adequately ventilated It is also important to distinguish 


Through proper air control the between ventilation and air condi 


dulling effects on the worker of 
stagnant, stuffy air can be removed 1e movement and handling of 
and in its place is furnished cool, air in its natural state is ventila 
refreshing air without annoying’ tion: when something 
noise or drafts. During the fall change the characteristi 
winter and spring months an even _ then air is “cond;tioned.” 
circulation of heat can be assured 1 the advent of air condition 
Vorker fatigue can be down ig proveme have been 
with an accompanyin 
physical and mental alertness h lz rej sents 
means a decrease in costly accidents achievement for worker comfort 
and spoilage of materials, increased plants since it controls temperature 
efficiency and _ better productior 1umidity 1 air motion 
rates 
All ol these f: ‘ ‘ » t utmost 
importance ] employer Since 
he efficien 
as expressed 
onsidered 


production 
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CLASSIFICATION OF AIR MOVING EQUIPMENT 


NATIONAL ASSOCIATION OF FAN MANUFACTURERS 





TYPES OF 


AIR MOVING GROUP CLASSIFICATION FUNCTION 


EQUIPMENT 





The Centrifugal Fan is designed to move air or gases over a wide 
CENTRIFUGAL range of volumes and pressures. The fan wheel may be furnished 
with straight, forward curve, backward curve, or radial tip blades 

FAN The fan housing may be constructed of sheet steel or cast metals 


NS 


with or without protective coatings such as rubber, lead, enamel 
etc. The Centrifugal Fan is used in systems for heating, ventilating 


EITHER BELT DRIVE and air conditioning; for drying and cooling of materials and prod 
OR DIRECT CONNECTION ucts; for pneumatic conveying of materials and dust exhaust; and 
for forced and induced draft for steam boilers 





The Vaneaxial Fan is designed to move air or gases over a wide 
range of volumes and pressures. It is generally constructed of sheet 
metal although cast metal fan wheels are sometimes furnished. The 
Vaneaxial Fan is used in systems for ventilation on board ships, in 
mines and for industrial applications, and for drying and cooling 
purposes. 


EITHER BELT DRIVE OR DIRECT CONNECTION 





The Tubeaxial Fan is designed to move air or gas through a wide 
range of volumes at medium pressures. Its construction is similar 
j to the Vaneaxial Fan. The Tubeaxial Fan is generally selected for 


jing ventilation in industrial applications and for drying of materials 


EITHER BELT DRIVE OR DIRECT CONNECTION 





The Propeller Fan is designed to move air from one enclosed space 
to another or from indoors to outdoors or vice versa in a wide range 
FAN of volumes at low pressure. The Propeller Fan is generally intended 
for ventilation in industrial, commercial, home, farm and marine 


CENTRIFUGAL, AXIAL AND PROPELLER TYPES 


installations, and for drying a wide variety of products. (The auto 


EITHER BELT DRIVE matic type of shutter illustrated in cut opposite is not a part of 


OR DIRECT CONNECTION the Propelier Fan but is an auxiliary device to protect the fan when 
4 not operating by keeping out wind, rain, snow and cold) 
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The Wall or Bracket Fan is generally used in offices and in com- 
mercial establishments to circulate the air within the room from a 
fixed position 





The Desk Fan is generally used in offices and homes to circulate 
the air within the room in which it operates. 





AIR CIRCULATOR 
OR rhe Air Circulator or Pedestal Fan is generally used in commercial 


PEDESTAL establishments and in homes to circulate the air within the room 


in which it operates 


ELECTRIC FANS 


BUZZ FANS AND AIR CIRCULATORS 





CEILING The Ceiling Fan is generally limited to use in commercial establish 
FAN ments to circulate the air from a fixed position 
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FLECTRICAL 


WHOLESALING 


1950 


Fan and Ventilating 


Equipment Specifications 





1950 Fan and Ventilating 


Equipment Specifications 





KEY DESIGNATIONS FOR TYPE OF EQUIPMENT 


Air Circulator and Heater EX . Exhaust Vv Ventilating, General 
Attic, Ventilating Fc, H Floor Circulator and Purpose 

. Bracket, Straight Heater wv Window, Ventilating 
Bracket, Oscillating H ..... Humidifier Window, Vent with 
. Ceiling K Kitchen, Ventilating Humidifier 

Desk, Straight PS . Pedestal, Straight . Wall, Ventilating 
Desk, Oscillating PO Pedestal, Oscillating Others 














Type Size of No. of Type Size of No. of No. of 
(See Key Blades Speeds | (See Key Blades Blades Soeeds 





AEROVENT FAN CO. P. 0. Box 636 | AMERICAN MACHINE & METALS CO. East Moline, Ill. 
(Agricultural Div.) Lansing, Mich. | (peBothezat Fans Division) 


2475, 2790, 3281, Single $122.40 to | ave® ry] 
3650, 4280, 4830 353.60 | ave 0 
F-123 Single 51.75 ave* 36 
P-144 , Single 91.34 
P-145 Single 95.53 
P-184 Single 100.56 
P-185 Single 115.64 
P-249 Single 158.39 
P-252 , Single 137.43 


$106.00 


ee eee ee 


AIR CONTROLS, INC. 7310 Superior Ave. | *Dete not include Federal Excise Tax. 
Cleveland, Ohio | * "Includes sound deadening box assembled to tan 


$ 39.50 | 
‘a0 
71.50 | e 
‘254 | BAR-BROOK MFG. CO. 8 Lad Ae 


109.50 
119.50 | HV-36 


137.50 | HV¥-42 
147.50 | BV-48 
ia | A 
164.50 | FW- 

174.50 | FW-36 
199.59 | BY-54 
165.00 | W-243 
199.50 | W-30 
244.50 

277.50 

139.50 e 


V-wv 
vw 
V-wY 
EX-WY 
“WY 
v 


>? PrP PPPS 
las Rashesbosbeshasbesbasbasn as! 
>» >t >t >t > Pt et 
eee eee eee fe cc 


ron. ee ee eee ee SS OOD ee & 
Sueeguaese 
rweaeroaoanqnq 


THE G. J. BELTER ELEC. MFG. CO. 
AMERICAN BLOWER CORP. Detroit 32, Michigan 


| BELCO VB 24 AV 74 1 

214 AV 1 BELCO VB 30 AY 30 1 
m14 EX-V-Wa¥ 2 BELCO VB 36A AV 36 1 
7314 K 1 BELCO VB 36 AV 36 1 
m514 Wav-V 1 BELCO VB 42A AV 42 1 
(Beit driven) BELCO VB 42 AY 42 1 


86 ELECTRICAL WHOLESALING—February, 1950 








Type 
(See Key) 


Size of 
Blades 





BELCO VB 48A 
BELCO VB 48 
WIND-0-COOL 
Ww20R 


BELCO D 16 
BELCO DS 16 
BELCO D 18 
BELCO DS 18 
BELCO D 20 
BELCO DS 20 
BELCO DS 22 


BERNS MFG. CORP. 


FCI2A 
AVIOR 


BROAN MFG. 


QoQaom = zx 
: x= 


xxx 


v 
v 
v 
v 
wy 
wy 


BUFFALO FORGE CO. 


30" 
% 
4?’ 
4B’ 
24 
ww 
4g" 
4g 


-~> 


wwwewwnwon = ee ee ee ~enenen = 


~~» s eee e 


OND me me we ee oe 


2278 W. Elston Ave. 
Chicago, i. | 


3 
1 
1 
1 
1 
2 
1 
2 
3 


$39.95 


1668 N. Water St. 
Milwaukee 2, Wis. 


| 30w28 28° 
| mw mu 


| 420-1AW 20 


Space 


*** Available for 16,000 to 497,000 Biu/Hr ratings 
“Available with horizontal or vertical staff units. 


| **Available in ac, constant or two-speed or de constant or variable speed 


+ Motor removed from closed system. 
[Available in 2-speed. 


C. & H. AIR CONDIT. FAN CO., INC, 1981-1623 DeKalb Ave. W. E 


Atlanta 6, Ga 


$114.75 

93.95 
424-2AW 24 
420-2AW n 


GIGAW 16 
10AW 10 
MAES ; ww 


~-weeeem 


36AE4-V : 36 


- | A2AE4Y (2 
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| G21AS 


| MAEF 


24AE4 [24 


| 3OAES 0 


3GAE4 

42AE4 

42AE4-2 

48AE 

4BAE4-3PH AV-EX-¥ 
4BAE4-75 AV-EX-V 
S4AE4 

OAS 

GIGAS 

671AEG 


621AB 
GIGAEF 


~~ ee wn we 











Size of No. of Wo. of y Size of No.of No. of 
Blades Blades Speeds Blades Biades Speeds 








CALIFORNIA DESIGN MFG. CORP. toy DAYTON ELECTRIC MFG. CO. 


126 AC,H 6” “ 
Ww 


et ne he he Ge OP te we 


CHELSEA FAN BLOWER CO., INC. 


V-AV 24” to 60” 
° 24” to 60" 
24” to 48” 

24” to 48” 

24” to 60” 

16” to 30” 

24° te 30” 


17 
24” to 60° 


20” to 24” 
10” to 30” 


ee ee ee 
Ne et ND et et et et et 
wr @ = gg a @ 

~ ~~ NN 


—_— ot ot 
Pe eee 


Pee ee ee 


*Reversible blade fan. 
MC 24” to 30° } 
m4" 


co ur’ 
C C mu” 

BBP 16” to 30° 
HAY 0" 30” to 42” 
DBN v-EX 16” to 24” 
“Intake Hay drying fan 


| DIEHL MANUFACTURING CO. 118) ate Oe. 


| G12912 
16812 
TOASI7 
| 12AN16 
| 16AJ16 
SEQDI6 


' 1260016 
CIRCULATORS & DEVICES MFG. CORP. Rit nt -t7 | 16EQDI6 


$116.25 

125.00 

137.50 

137.50 

150.00 

98.75 

106.25 

118.75 | 

118.75 | BABE AY 
131.25 | (*Available with Horizontal Shaft) 
67.560 | 85BN PS 

96.25 | S5SBN PS 
106.75 | PS (short) 
106.75 | 

121.3 

90.06 | 

$3.75 | 18FPDIG" 

98.75 | 24FPDIG* 

(All size tans available in ball bearing ) 30F PDI6" 

36F PDI" EX-Direct Drive 
(*115 Volts) 


M175 
49.65 


24P 


Souwwwvwn eee eee eee eee 
eee ee tt 1 


wwwnee eee ee ee eee eee 


en am & oe ww ww 
ee ee ne eee 


CLIMAX MACHINERY CO. am S. etete 


41601 wy Rheostat 2895 DOMINION ELECTRIC CORP. 120-50 North Elm St. 


Rheo: 49.95 7 want 
42004 wy stat t 

42201 wy 1 5995 | 2020 80-00 17 a 2 $19.95 
51607 0 3 99.95 | 2018 K-¥-WY-DO 17 4 1 19.95 
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Ne. of List 
Speeds Price 


Type Size of No. of No. of 
(See Key Blades Biades Speeds 





ELECTRONIC DEVICES, INC. 


OOO he ee awe ae 
Oe ee ee 


www wwe WwwWwwweWwwwwwwww es = = 
ee ee et ee et ad et wet ad Gd hd Gd et et et ws es es 


100 

Ww 
E16” 
E20" 
E24" 
E30” 
8030" 
BD36" 


ELECTRO SPECIALTY MFG. CO. 1900 Third St. W. E. 


Minneapolis 18, Minn. 


Model “A” (Ceiling) K 1 $49.50 
\ 6 ft. duct* 


' 29.75 | 
3 ws | 3 


THE EMERSON ELECTRIC MFG. CO. 0100 Florissant Ave 


St. Louis 21, Mo. 


6250-F 
6250-G 
TT646-AS 
T7646-AV 
T7648-AS 


24.5 


K60-TC 
D60-UD 
64641-AG 


ewww n ee ee eee Oe 
NNN we we Re ee es ss 
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750 W. Jackson Bivd 
Chicago 6, IMinois 


FASCO INDUSTRIES, INC. 225 W. Union St 


Rochester 2, N.Y 


FC 

K 

K 
DO-80 


eV Owwwn ee ee eee eee 
ee ee es 


"ND- alle S 
erent CO. m marth La Se 8. 


1400 BS-C-DS-AC-FS $ 51.98 
PS-V-Wa¥ 

1708 BS-C-DS-AC-FS- 6248 
PS-V-Wa¥ 

2000 BS-C-DS-AC-FS 72.98 
PS-¥-Wa¥ 


89 








No. of 
Speeds 


No. of 
Biades 


Size of 


Type 
See Key Blades 


Type No. of No. of 
See Key Blades Speeds 





BS-C-DS-AC-FS 
PS-V-Wa¥ 
BS-C-DS-AC-FS 
PS-V-Wa¥ 
BS-C-DS-AC-FS 
PS-V-Wa¥ 
DS-FS-V-WY 
DS-FS-V-WY 


H 
DS-BS 
DS-BS 
FC 
wy-Ds 
AC, H 


SE5% ¢ 
gaz & 


#355 
owe ww eww 


G-M LABORATORIES, INC. - Knox Ave. 
icago 4, It 


PS-PO $107.00 
PS-PO 124.50 


24 Fan 
24 Low Stand 
24 F 


am 
24H High Stand 


332 S. Michigan Ave. 


GARDEN CITY FAN CO. 


Chicago 4,1. | 
| 


*Complete range o! speeds 


GENERAL ELECTRIC CO. 


FMIONS! DS 

FM10S63 00-80 

FMIOMI 

FM12S42 

FM12¥43 

FMI2M41 

FMI6¥23 

FM24M21 

FM10C1 

(Prices listed include Federal Exc’ 2} ax.) 


Bridgeport 2, Conn. 


$ 12.95 
15.95 
21.95 
29.95 


49.95 
119.95 
44.95 


265 Peck St. 
New Haven, Conn. 


THE A. C. GILBERT CO. 


11.95 
16.95 
14.95 
39.95 
15.95 
44.95 


ad et Ed Sed et es ets es 


| 04233 CP* 
| U3033 ¢ 


| 4250 C 


_ HOWARD APPLIANCE CORP. 


1285 Boston Ave. | 


39.95 | 
59.95 | 


| 18HXB-3 48 


$4.95 | 
495 | 


HARTZELL PROPELLER FAN CO. 


N18-S 18% 
N24 4 
N28 282 
N32 32% 
N36 36% 
L28BD 2812 
L36BD 36% 


1545 Van Buren Si. 
Indianapolis, ind 


$118.25 
160.50 
175.00 
199.50 
256.25 
| 94.75 


HOLCOMB & HOKE MFG. CO., INC. 


U2416 CP* 24 
U3033 CP* 
U3633 CP’ 


U4250 CP* 
U2416 C 


U3633 C 
U4233 C 


U4850 K 


4 
4 
4 
4 
4 
4 
4 
4 
4 
4 
4 
1 
4 
4 
4 
4 
4 
4 
4 
4 
4 


NS eee eee 


| *“CP” indicates a complete package for horizontal installation. 


‘U" Indicates horizontal or vertical installation with ball bearing motor. 
‘S” indicates vertical installations only with a sleeve bearing motor 


209 W. Jackson Blyd 
(Div. of Howard Industries, Inc.) Chicago, WMinois 
A-5 AC'H 

3 AC- Wood 
4 AC-Wood-glass top 
6 AC- Wood 


$22.00 
39.95 
41.95 
49.95 


400 South Front St. 
Memphis, Tennessee 
1 $278.00 
1 258.00 
1 224.00 
1 179.58 
1 149.50 
1 128.00 
1 199.50 
2 99.75 
1 89.50 
2 57.75 
2 41.15 
2 
2 
2 
3 
3 
2 


HUNTER FAN & VENTILATING CO., INC. 


18HXB 48 
14FXB 42 
36 
30 


104.50 
119.95 
94.50 
49.95 
41.95 
32.95 


eee eee eRe 
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No. of 
Speeds 


Size of No. of 
Blades Blades 


Type Size of 
See Key Biades 





ee ee ee 
NOW Nw NR — wre ee 


2850 N. Crawtord Ave. 
Chicago 41, tll. 


3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
7 
7 
] 
7 
7 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
] 
7 
7 
7 
3 
3 
7 
3 
3 
3 
3 
4 
3 
3 
3 
3 
3 
7 
3 
3 
3 
3 
3 
3 
7 


Spring and Park Aves 
St. Lowis 10, Mo 


INTERNATIONAL OIL BURNER CO. 


212* wy 17 3 2 


216° wy 16” 3 2 "49.95 
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Cabinet Model 
224 

H-24" 

High Boy 

TAC 


"Direct Drive. 
**Beit Driven. 
***Plus Federal Excise Tax 


JOY MANUFACTURING CO. 


5-608 K 


' KISCO COMPANY, INC. 


Regal-Aire 
Cocktail Table 
K-12 Window Fan 
K-16 Window Fan 
K-20 Window Fan 
Whirlaway 

Lo-Air 

Utility 

Table- Air 
Adjusto-Au 
Executive Table-Air 
Servus- Table 


| Washed-Air 


Humidifier 


KNAPP-MONARCH CO. 


vi) 
303 
506 
308 
505 
30: 


2 
1 
2 
2 
}- 
1 
4-504 
7-500 
4-400 
*Opt 

$3.95 list price. 


_ KORD MANUFACTURING CO., INC. 


Fe ° 


| F10 ld 
"$3995 | 


FI2 ir 
D10x w 


eww newee eww 


ne ee ee ee 


www eee em 


Ce eee ne 


uN 


2400-40 DeKalb St. 
St. Louis 4, Me, 


— ie ed eet Oe Oe Ow sc 


Bent & Potomac Streets 
St. Louis 16, Mo 


4510 White Plains Rd. 
New York 66, N.Y. 








Type Size of 
See Key Blades 


No. of 
Blades 


No. of 
Speeds 


No. of No. of 
Blades Speeds 





DO 
DO 
K 
K 
K 
PO 
PO 


FC 1 
Comb. Fan & Heater 
wy 1 


wy 
FC 
H 
FL-F 
* Reversible window vent. 
** Fluorescent fixture with tan 


THE LAU BLOWER CO. 


NA-18W wy 
wy 
v 
wy 
wy 
wy 


"Plus Federal Excise tax 


LE JOHN MFG. CO. 


C-12 FC 
HFI2-1 FC-H 


121 00 
101 DS 
801 DS 


LYDON-BRICHER MFG. CO. 


1759 EX 
1762 BS 
1743 th) 


MARTIN FAN & BLOWER CO., 


UF30-Ya 30 
UF36-", % 
UFA2-“a 42 
UFIO-' ¢ x 
UFI6-Ye 36 


92 


ae ee ee ee ee 


3 
3 
3 
3 
t 
4 
4 
4 
4 
4 
4 
4 
4 
4 
4 
1 
4 
4 
4 


2001 Home Ave 
Dayton 7, Ohio 


Variable *$ 39.95 
Variable *49.95 
Variable 
Variable 


1 
2 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 


111—22 St 
Huntington, W. Va. 
3 $36.95 
3 Cir 39.95 
1 Htr 
2 27.95 
1 10.95 
1 5.95 


2500 University Ave 
St. Paul 4, Mian 


$5.75 
6.25 
750 


4634 W. 21 PI 
Chicago 50, I 


$ 91.14 
120.98 
166.25 
86.46 
98.50 


UFA2-1/, 
16FC3 
WIOUF 
WIGUF3 


MASTER APPLIANCE MFG. 


12110 Breeze Master AC-DC 
12-DC-10 oc 
Breeze Master 
12-DC-20 
Breeze Master 
12-DC-32 
Breeze Master 
"Includes Federal Excise Tax 
6 and 12 Volt fans available. 


220 V., OC 
32V., DC 


MEIER ELEC. & MACH. CO., INC. 


RW242 


| RW202 


NA20C 
RWI162 
313A 
wi2l 
Wwi2 
14A 


E. N. MIMMS CO. 


18 AC 


F-12 Lowboy 
G-14 Northington 
30 


MODERN UTILITIES CO. 


Trav-L-Air 

40 Modern. Aire 
Flow: Air 

20 Modern-Aire 
DC Modern-Aire 
12° Window Fan 
16° Window Fan 
20” Window Fan 


Bridge & Ontario Streets 
Racine, Wisconsin 


*$19.95 
"18.50 


*20.20 
*20.20 


3525 E. Washington St. 
Indianapolis, Ind 


$109.50 
68.95 
49.95 
44.95 
44.95 
29.95 
22.95 
23.95 


wOwWwwwwwww 


908 Mason St 
Louisville 4, Kentucky 


$ 59.95- 
Low Stand 
78.90- 
High Stand 
86.80 


Birdwing 3 


Birdwing 3 -80- 
Low Stand 
115.30 
High Stand 

3 3 49.80 
3 3 79.50 
Birdwing 2 127.50- 
Low Stand 
162.00- 
High Stand 
109.50- 
Low Stand 
144.50- 
High Stand 


Birdwing | 


2400 DeKalb St. 
St. Louis 4, Mo 


1 $17.95 
1 22.95 
3 29.95 
3 32.95 
1 37.95 
1 22.95 
1 23.95 
2 


5 
3 
3 
4 
4 
3 
4 
3 47.95 
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Type Size of No. of No. of List Type Size of No. of Ne. of 
(See Key Blades Biades Speeds Price (See Key Blades Biades Speeds 





MONITOR EQUIPMENT CORP. 


OF-12 . 2 
OF -16 . 16” 
1003 : 16” 


MYERS ELECTRIC CO., INC. 209 First Ave 


Pittsburgh 22, Penna. 


$ 82.00 
102.00 


FF 12 
FF 16 
FF 18 
FF 20 
FF 24 
Allé 
A316 
Allg 
A718 
A126 
A320 
Ex 118 
Ex 120 
Ex 124 
SF 124 
SF 224 
SF 424 
SF 126 
SF 226 
SF 426 


~~ ee ee 


"Permanent split capacitor type motors 


Tete ee 


8 
8 
8 
8 
8 
1 
3 
1 
3 
1 
3 
1 
1 
1 
1 
2 
t 
1 
2 
4 


PERFECT-LINE MFG. CORP. Hicksville, N.Y 


x500 
600 
m0 
NATIONAL APPLIANCE CO. 401-18 0 Voror Hwy. | 0 
50 Wav $32 75 ro 
40 Wav , 28.75 | gig 
30-C c 33.95 918 
61 wy 29.95 | gigA 
924 
924A 
1124 
1138 
THE HERMAN NELSON CORP. Moline, Wineis | 1149 


1148 

CA 1011" EX-¥-Wa¥ 
TCA 1011* EX-V-Wa¥ 
CA 1211* EX-V-Wa¥ 
TCA 1211* EX-V-Wa¥ 
CA 1411" EX-V-Wa¥ 
TCA 1411" EX-V-Wa¥ 
DA 1411" EX-¥-Wa¥ 
TDA 1411" EX-¥-Wa¥ 
DA 1611* EX-V-Wa¥ 
TDA 1611* EX-¥-Wa¥ 
EX-¥-Wa¥ 
EX-V-Wa¥ 
EX-V-Wa¥ 
EX-¥-Wa¥ 
EX-V-Wa¥ 
EX-V-Wa¥ 
EX-V-Wa¥ 
EX-V-Wa¥ 
EX-V¥-Wa¥ 
EX-¥-Wa¥ 


lashashash as! 
» >t >t 


tee 


| PROPELLAIR DIV. Lagonda Ave. 
| (Robbins & Myers, Inc.) Springfhetd Ohio 


CB-36LA-5 $165.00 


NNN NNN NNN NN rr 
Caer worows = & 


NKR eK Ne Ne Ne Ne Ne Ne ee 


* Direct Drive 


@ 
PRYNE & COMPANY, INC. wedy s 
THE PEERLESS ELECTRIC CO. 1401 W. Market St. Blo-Fan 206 $30.20 
Warren, Ohio os ‘00 
or . Atlantic Breeze-135 
Aero 8 E 


or Aero 10 
| Aero 225-0 


PvO EX 10 


1 
5 
Pv! EX 12 ! 
5 
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Type Size of No. of No. of T Size of No. of 


oe. of 
See Key Blades Blades Speeds Blades Blades Speeds 





REED UNIT-FANS, INC. godt: o- 


RUF-24 WV or AV” $ 75.00 
RUF -30 WY or AV" . 
RUF -36 WY or AV" 
RUF -42 

RUF -42X 

RUF -48XA 

RVU-24¥ 

RVU-30V 

RVU-36V 

RVU-42V 


"Depending upon accessories 


! 
1 
1 
| 
1 
1 
1 
1 
1 
1 


REYNOLDS ELECTRIC CO. 3000 River Road 


River Grove, tl. 


71S3EN 
2153CR 
2147EN 
2147CR 
IS14EN 
1874CR 
1915SEN 
1881CR 


lie tee ee ee ee ee ee ee ee 
ee el Re i ee A en i) 


ROTO-BEAM CORP. OF AMERICA, INC. Rat omy 


110 LST-1 AC-DS-WaV 
112 LSB-3 AC-C-US-FC-Wa¥ 
112 LSB-1 AC-C-DS-FC-WaV 
112 LSB-3 HS AC-PS 
116 LST-1 AC-C-DS-FC-Wa 
116 LST-3 AC-C-DS-FC-WaV 
116 LST-3 HS AC-PS 
119 LSB-1 AC-C-DS-FC-Wa¥ 
2401 San Jacinto | 149 LSB-3 AC-C-DS-FC-Wa¥ 
Houston, Texas 119 LSB-3 HS AC-PS 
siggs | SPW AV-WY-V-FC 
1495 «NISPW-3 AC-WY-V-FC 
AC-C-FC-Wa¥ 
AC-C-FC-Wa 
AC-PS 
AC-C-FC-Wa¥ 
AC-C-FC-WaV 
AC-PS 
AC-C-FC-Wa 
AC-C-FC-Wa¥ 


re DS a Re ee we & Re 


AC-BS-DS-FC 
AC-BS-DS-FC 
AC-BS-DS-FC 
AC-BS-DS-FC 
AC-BS-DS-FC 
AC-BS-DS-FC 
AC-BS-DS-FC 


ee ee ee ee 


1345 Lagonda Ave 
Springfield, Ohio 


$ 97.50 
119.50 
106.50 
106.50 
103.50 
126.50 


1 
3 
1 
3 
1 
3 
3 
1 
3 
3 
1 
3 
1 
3 
3 
1 
3 
3 
1 
3 
3 
3 
3 
3 
3 
3 
3 
1 
3 
1 
3 
1 
3 
1 
1 
1 
1 
3 
1 


OOo en an on on on on on on on on on on on on on on on on on on on an ns on as a no 
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No. of 
Blades 


No. of 
Speeds 


Size of o No. of 
Blades Speeds 





AC-PS 
AC-PS 
AC-PS 
AC-PS 


112 LSB-1 HS 

116 LST-1 HS 

119 LSB-1 HS 

124 LS-1 HS 
*Mobile, Automotive 


Own wea ana awnen ea 


1700 University Ave 
Rochester 10, N. Y 


$21.95 
29.95 


SAMSON UNITED CORP. 


1046N* DO 10 1 
1244N° BO 12 2 
"Both of above models have rubber blades 


1125 Mass. Ave 
indianapolis, Ind 


$ 17.95 
21.49 
34.95 
42.50 
49.95 
84.95 
100.60 
113.35 
108.75 
120.30 
132.95 
168.00 
184.20 
212.30 
84.95 
115.00 
123.50 
119.90 
128.90 
143.45 
196.50 
39.95 
59.94 


SCHWITZER-CUMMINS CO. 


PSW-10 wy 
PSW-12 wy 
PW-12 wy 
PW-16 wy 
PWw-20 wy 
PAW-241 wy 
PA-302 v 
PA-303 v 
PA-362 v 
PA-363 v 
PA-423 v 
PA-425 v 
PA-485 v 
PA-487 . 
PC-242 AV 
PC-302 AV 
PC-303 AV 
PC-362 AV 
PC-363 AV 
PC-423 AV 
PC-425 AV 
PF-12 FC 
PF-16 FC 
PF-20 FC 
PE-12 EX 
PE-16 EX 
PE-20 EX 

Prices include Federal Excise Tax 


46.75 
60.40 


ee eee ee ee ee eee ee 


4916 Easton Ave 
St. Lowis 13, Mo 


SECO-LITE MFG. CO. 


wis4 wy 
AVY 
AV-V 
AV-V 
AVY 
AVY 
AVY 
AV-Y 
AV-Y 
AV-Y 
AVY 


— se 
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1312 Sheffield St. 
Pittsburgh 12, Pa. 


$32.86 


SHEPLER MANUFACTURING CO. 


8 K-C-V-EX 10 
8 D-Wav-EX 
Automatic 

10 Chrome K-Wa¥-EX 
10 White K-WaV-EX 
4A K-WaV-EX 

7 K- Chimney -EX 

PL K-Chimney -EX 

1 K-C-V-EX 

2 K-Chimney-EX 

2-L K-Chimney-EX 8 
“All the above fans can be operated with 3-speed contro! switch 
High, Medium, Low Cat. No. $-6.00. 
10” models 650 C.F.M.; 8” models 500 C.F.M 


Menominee. Michigan 


SIGNAL ELECTRIC MFG. CO. 


V-105 
v-510 
V-512 
V-516 
v-520 
V-524 
V-312 
V-316 
V-318 
V-124 
V-50A 
562 

361 
1251 
P-1251 
TF-12 
CF-24 
450-A 
1049 
1249 
1649 
W.-101 
w-121 
W.-201 
WR-122 
WR-162 
“Electrical Rev 


§ 19.95 
12.60 
16.80 
25.20 
92.12 


Meee ee eee ee 


ee ee ee ee eee 


3 
3 
3 
3 
2 
2 
3 
3 
3 
2 
1 
1 
3 
3 
3 
3 
3 
2 
1 
2 
3 
1 
1 
3 
1 
2 


Columbus. Indiana 


V. E. SPROUSE CO., INC. 


5024-4- WF wy 
5024-4-S AY 
5024-4-D AY 
5024-4-¥ AY 
5024-4-VG AY 


Wes! Berlin, NJ 


STANDARD ELECTRIC MFG. 


FS! 

HDI6A 
HO16B 
HOI6C 
HDI8A 
HD188 
HD18C 
HD20A 
HO208 
HD20C 


$ 35.00 
55.00 
15.00 
19.00 
55.00 


www wiwwwwe 








Size of No. of No. of Type Size of 0. of No. of 
Blades Biades Speeds (See Key) Blades Biades Speeds 





| TRADE-WIND MOTORFANS, INC. 


U. S. AIR CONDITIONING CORP. Cnoapahs Va tee 


Fwd. Curve v 48to Constant or 
Multi-Blade 64 Variable 
$1 & D1 

12 Constant 


@° @ Ge Go go wo ge we we go 


SF eww ee ewe wwe es ee ewww 
www www wwww 


Variable 


STEWART MANUFACTURING CO. a ees | 
intanapes | Nt | UNITED BLOWER CO., INC. wont 


Kitchen-Air 6 K Centrifugal 1 $49.95 | New York 13, N.Y. 


Impeller MC24 $145.00 
| 145.00 
170.06 
170.00 
170.00 
195.00 


Li] 
Cape Girardeau, Mo 835 
118.00 
144.70 
185.60 


901 Deluxe 
801 Deluxe 
900 No Switch 
1001 


1 
1 
1 
2 
SUPERIOR ELECTRIC PROD. CORP. 15071 Independence m0 
| 
1 
1 


1000 
1100 
1101 
1101P 


ss 


1 
1 
1 
1 
1 
1 
1 
1 


UNIVERSAL BLOWER CO. 1090 S. Adams Ave. 


Birmingham, Mich 


Kitch-N-Venter $36.00 
Kitch-N-Ventor = K 38.00 

THE 0. A. SUTTON CORP. 1812 West Second St | Range-Ventor K 60.00 up 
Wichita, Kansas | Ceil-N-Ventor k 28.00 


16C1-1 
161-1 
2001-1 
uCI-1 
70C1-1 
30W1-1 
wert VALLEY FAN MANUFACTURING CO. 
3801-1 
38P1-1 


SSSSSRS= 
= Erwnoaew> 


PRS 


TENNESSEE VALLEY ASSOCIATES, INC. 117 Wath Ave., 1 


Nashville 3, Tenn. 


362-M AY 36 $110.70 | A¥-42-3°* 
420-3 AV 47 146.20 | * Twin Units 
480-2 AV 48 179.17 | **Package Units 


<<3 455 
SSSSER5 
wwn- 


ae. ss ee 
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Size of 
Blades 


No 
Blad 


of 
es 


Ne. of 
Speeds 


Size of 
Blades 


No. of 
Blades 


No. of 
Speeds 





VENT-A-HOOD CO. 


Vent-A-Hood K 


FLI109 
F1107 
F3127 
F3128 
F3167 
F3168 
F3127P 


A—Automatic ceiling shutters, felt and rubber mountings. 
AT—Automatic ceiling shutters and timer 
X—Without shutter or timer. 


THE WADE-YOUMANS CO. 


410ACO 
483 
473 


495 
410V 


EDGAR T. WARD INDUSTRIES, 


-S5eRSR2eRee 


2 2? 
*These prices include Federal Excise tax (10 
@ 


WARD MFG. CO. 


1-Frame House K 10° 
11-Brick House K wv 
10€ C 10” 


oe ee ee se ee ee se ee 


ee et et et et et et et et 
CWwWwWwWwWUne ene ee > 


5 
5 
5 


27950 Robertson Ave. 
Cincinnati $, Ohio 


223 Hester 
Alliance Ohio 


$14.95 
6.95 
6.95 


10.95 
14.95 


820 So. Pulaski Road 
Chicago 24, til 


$186.22 
724.16 
293.13 
108.50 
113.80 
127.95 


173 Liberty Si 
Plymouth, Mich. 


$37.75 
37.10 


37.70 | 


February, 1950—ELECTRICAL WHOLESALING 


| 110 


W. W. WELCH CO. 


_ WESTERN APPLIANCE COMPANY, INC. 


W6/F* 

8S7E* 

wit" 

8106** 

* Sidewall model 


Ceiling model 


WESTINGHOUSE ELEC. CORP. 


16MA2 EX 
00-80 


DO-B0 


WEST WIND CORP. 


101-“West Wind” 
601-“Ventair’ 
858 


K- Wav 

K-Wa¥ 

K-C 

WY or K 
Wav 


301 
501 


WILSTER, INC. 
mT i? 
& 
WIND-WAY FAN & VENTILATING CO. 


1148 
7148 


wy 
ay 
5148 Ex 


6148 EX 


SeaRSRes 
& 


Beggs 


oa 


(Each) 


(Each) 


5646-50 Grand River Ave 


Detroit 8, Mich. 


$39.95 
US 
39.95 
495 


653 Page Bivd. 
Springfield 2, Mass 


$69.95 
13.95 
24.95 
34.95 
22.95 
39.95 
39.95 
49.95 
59.95 
U9 
29.95 
29.85 


—-—— Nw woe ee 


1800 Airport Way 
Seattle 4, Washington 


$47.92 
33.90 
44.50 
51.08 
26.02 


5700 Detroit Ave 
Cleveiand 2, Ohio 


$136.00 
87.50 


Var. 
Var 


527 St. Joseph St 
New Orleans 12, La 





News Notes from N.A.E.D. 


By Alfred Byers 


Assistant Managing Director and Secretary 
National Association of Electrical Distributors 





FLASHBACK TO AREA A BUSY TIME AT CHICAGO 
MEETING AT CHARLOTTE 


1950 CONVENTION 


APPARATUS AND SUP. DIV. COMMITTEES 
BEGIN PRE-CONVENTION MEETING SERIES 
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VENTILATING FAN 


This ceiling-mounted or inside wall-mounted 
10-in. ventilating fan delivers 550 cfm. and 
can be installed for either single or three- 
speed operation. Features include: Polished 
aluminum die-cast grill, which can be re 
moved for cleaning; outside aluminum wall 
hood, which is fitted with water-tight louver 
door; balanced louver in blade housing 
which protects against drafts or cold. All 
duct connections used for installation are 
standard 3'/2 by 10-in. furnace or air condi 
tioning rectangular duct 


@ POTENTIAL MARKETS: Electrical con 
tractors and dealers. Builders and residen 
tial buyers. Recommended primarily by the 
manufacturer for use in kitchens; also for 
bathrooms, laundries, and recreation rooms 
Fasco Industries, Inc.. Rochester 2, N. Y 


c 


SLIMLINE FLUORESCENT FIXTURE 


Providing 43 per cent uplight and 57 per 
cent downlight, this slimline fluorescent fix 
ture is available in 2 and 4-lamp models for 
4-4. and 8-ft. single pin lamps. Louvers 
hinge to either side, and hang to one side 
for access to lamps and reflectors. Unit is 
available in two finishes: 300-degree white 
and aluminum; and 300-degree white 


@ POTENTIAL MARKETS: Electrical con 
tractors. Commercial, industrial and resi 
dential buyers. The Edwin F. Guth Co., 2615 
Washington Ave., St. Louis 3, Mo. 


KNOCK-OUT PUNCH KIT 


Centering around a hollow-type hydraulic 
pull-ram of 10-ton capacity which connects 
to manufacturer's hand-operated pump and 
hose, a knock-out punch kit includes 10 
knock-out punches, 5 attachments and a port 
able metal case with hasps for locking 
Openings can be punched for conduit sizes of 
Yo, My, 1, Vg, WYe, 2, 2Y2, 3, 32, and 4 
inches 


@ POTENTIAL MARKETS: Electrical con 
tractors Industrial, institutional and com 
mercial buyers Blackhawk Manufacturing 
Co., Milwaukee |, Wis 


SWITCH 


Available with or without dead front plate 
this 30-amp. front operated toggle, plug 
fuse safety switch includes the following 
features Removable laminated arc shields 
snap action, full-floating contacts; solder 
less pressure wire connectors on the ine 
side. Unit has three poles. no neutra 
and two plug fuse receptacles. Also avail 
able with two poles, a solid neutral and twe 
plug fuse receptacles; or two poles, a solid 


neutral and one plug fuse receptacle 


@ POTENTIAL MARKETS: Electrical con 
tractors Industrial, residential, commercial 
institutional and rural buyers. Recommend 
ed by the manufacturer for use as discon 
nect switches for industrial equipment or 
residentia! appliances such as water heater 
oil burner, etc.; also for use as service 
equipment. General Switch Corp., 49 Roeb 
ling St., Brooklyn 11, N. Y 


WINDOW FAN 


Placed in the window one way, this fan 
serves as an exhaust fan to blow hot air 
out; reversed in its frame it serves as an 
intake fan to draw cool breezes in; and by 
lifting the fan unit from the frame which 
remains in the window, it may be used as a 
circulator fan. Three models are available 
1é-in 12-in and 10-in 


switch is standard on I!2-in and 6 in 


Multiple-speed 
models; single-speed on !0-in. mode 


@ POTENTIAL MARKETS: Electrical deal 
ers and residential buyers Atlas Tool & 
Mfg. Co., 5147 Natural Bridge Blvd., St 
Louis 15, M 


LIGHTING FIXTURE 


This 3-lamp lighting fixture features a 14-ir 
bent ornamental diffus ng glass shield with a 
2-color design: available in white, blue or 
pink Fixtures are also available with vari 
ous patterns and c r combinations ir 
square and round shapes in !2-in. and 1/6-in 


sizes 


@ POTENTIAL MARKETS: Electrical con 
tractors and dealers Residential and com 
mercial buyers. Brassner Products, Inc., Port 


Chester, N. Y 


When Writing Mention ELECTRICAL WHOLESALING 
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THE STORY OF 
_TEN LITTLE FREE WORKERS ~ 


\ 


| 7 

E 

oO THESE ARE THE WORKERS 

REDDY DOCTOR RAILROADER MINER STEELWORKER FARMER LAWYER GROCER SALESCLERK REPORTER 

= , t 4 A ) L¥ ? ) } ea) 

. t J % P. A >. 

Qo & Ca) . 4 al q) of 

J ‘ 7 " 1 » ¥ <é ) j ay 

#% FEDBES OS ( Xb PALS 
Ten little free workers in this coun fine and fair 

oO But if you cherish your freedom er hav are 
Ten little tree wo dy joing fir 
Until the socialists got hin é 
~~ 

| 

| 

13] 


= 
28 


Nine little tree workers | hed at Reddy's fate 


Along came federal medicine—then there were eight 


been prevented if they nly seen fit to agree 
tead of saying if never can happen to me! 





THE POTOMAC EDISON COMPANY aid 





oO 
| 
The life story of Creeping Socialism is told in graphic terms in this 
reprint of an advertisement of the Potomac Edison Co., of Hagerstown 
Md. Created by Charles D. Lyon, Potomac Edison advertising manager 
and Damel H. Fahrney, the ad has been adovted for use by other electric 
utilities, manufacturers, business associations and professional groups 


| to make the general public aware of the dangers that face free enterprise 
Q 


= WwwaESES__ LL __T_ ALS SS S05 


| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
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PIPE THREADER 


Actually a 20 to | gear reduction unit, this 
portable pipe threader is driven by any !/2- 
hp., heavy-duty electric drill and attaches to 
any standard set of dies by specially de 
signed adaptor-yokes. An aluminum casing 
houses a bull gear and cold rolled spur gears, 
all sealed in grease. Unit weighs 14 Ibs. and 
is designed to fit in the average tool box. 
One man operating it can thread up to 6-in. 
conduit in any position and in close quar 
ters, according to manufacturer. 


@ POTENTIAL MARKETS: Electrical con 
tractors. Commercial and industrial buyers. 
Recommended by manufacturer for on-the- 
job use in electrical construction and main 
tenance. Muncie Gear Works, Inc., Muncie, 


Ind 


SWITCH BOX 

This switch box incorporates the following 
features: Nail holes located in box sides 
eliminate necessity for a mounting bracket 
three nubs facing outward on each side of 
box act to assure perfect alignment by keep 
ing box from tilting when nailed to stud 
ding: first nub is /-in. from front of box to 
permit ample adjustment for wallboard or 


plaster 


@ POTENTIAL MARKETS: Electrical con 
tractors. Industrial, commercial, residential 
institutional and rural buyers The M. B 
Austin Co., Northbrook, Ill. 


eeeeation  ® ELECTRICAL WHOLESALING 


mention 
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Johannesen And Pritchard 
Join Staff of N.A.E.D. 
NEW YORK—J. G 


esa 


A sell-out in “49! Ready to set new sales 

records in ‘50! That's the new Ilgdualaire 

two-purpose cooling fan. At night, it pulls in 

cool, clean outside air... temperature drops 

10° to 20°. By day, it circulates air for greater 
comfort! It headlines ILG’s new line, offering a complete range of 
cooling fans for small apartments to largest homes, also commercial 
and industrial applications. Realistic merchandising prices. Backed 
by national advertising and dealer program. Get the complete story 
now! Call nearby branch office (consult classified directory) 


or send coupon for FREE portfolio. 
-~ 


ee Td 16-page portfolio to help you plan 
your 1950 Cooling Fan Program 


J. G. Johannesen KG ELECTRIC VENTILATING CO 
2822 North Crawford Avenue, Chicago 41, Illinois 
Offices in more than 40 Principal Cities 
Please rush me your FREE 1950 Cooling Fan Portfolio 
Executive's Nome 
Firm Nome 
Address 
City State 
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P. M. Pritchard 


ABOLITE 


Hci 


is the combination 


The formula for Good Lighting 


Gulf Coast—New District 
of proper equipment and simple methods of main 


For Graybar In Southwest 
tenance. The Abolite Duo-Move System encourages P i ' 


regular cleaning habits because Duo-Move 


units 


can be cleaned and relamped quickly and safely 


without using clumsy ladders Merely o twist of the 
wrist—reflector and lamp assembly can be removed 


ind serviced—another turn and it's back in position 


no interruption to workers no lost time. The 


Abolite Duo-Move System guarantees maximum 


illumination with minimum service expense. Write 


for the Duo-Move story today! 


THE JONES METAL PRODUCTS 


West Lafayette, O 


WHITER THAN WHITE 


4B LITE 
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THE FINEST NAME IN FANS 


Quiet, reversible, pow- 
erful air delivery, 
finished in_ beautiful, 
durable ivory enamel, 
each Reed Fan — Win- 
dow, Attic, Portable 
Office, or Industrial type 


—is built to give your 
customers years of 
trouble-free service. 


Made especially 
for those homes 
that have low attic 
head clearance, the 
Reed Vertical Air 
Discharge Unit re- 
quires only 133% 


Millions of Steel inches clearance. 


Available in four & 
IFFY BL IPS ee 
Give your customers those performance qualities that they 


Serving the Electrical Industry look for—quietness, powerful air delivery, reversible oper 
— ation, trouble-free service and ease of installation. Each 


Reed Unit-Fan — window, attic, portable floor fan and 
industrial type — is the result of long experience in Venti 
lation Fan Engineering. Further, P.F.M.A. Certified Ratings 
of Air Delivery are a guarantee to the dealer as well 
MINERALLAC as to the consumer. The dealer is also backed by Reed's 
HANGERS. CLIPS HN) A extensive consumer advertising campaign. Dealerships 
STRAPS, BUSHINGS y are now open... . write for catalog and prices today! 


Expert design, choice 
materials and con- 
trolled manufacture 

have built ‘‘top-service 

and longest life” into 
Minerallac Electrical Spe- 
cialties. That's why the elec- 
trical industry ‘prefers Miner- 


allac”...in steel and Everdur for yy ; 
Sota NS | RSM UNIT-FANS. INC 
Send for new literature and prices Z a rahe 4s + | ° 


MINERALLAC ELECTRIC COMPANY ep 1001 St. Charles Ave. 
25 Worth Peoria Street—- Chicago 7, INinois 
New Orleans 8, La., U.S.A. 


MINERALLAG 
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AC Cc u RATE > ‘ @ a Farm Use Of Electricity 


Has Doubled Since 1947 


VASHINGTON—A tremendous _in- 
] OW eT 


rms is shown in 





“Anybody does better work 
with better tools—If they come 
any better than RIGID I’ve 


never seen ’em.”’ 





RIGID Cutters roll right through 
all kinds of pipe and conduit 


@ It’s really a cinch to cut pipe extra fast with the popular ef- v.71 0 an) a @) | 
ficiency-balanced rttmtm cutter. Thin heat-treated tool-steel 

blade leaves practically no burr. Every cutter factory-tested to ROW 

make sure it tracks perfectly. Your choice of five sizes to 6” S 

pipe; four-wheel cutters to 4.” Choose the favorite of men who 
know fine tools—buy rttearp cutters at your Supply House. 


MARCH 


Watch For The 
Sensational Announcement 
In The March Issue 
Of This Publication 


THE RIDGE TOOL CO. ¢ ELYRIA, OHIO WESTERN INSULATED WIRE CO. 
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Early estimates of rural 
power consumption, once thought it 
| ‘ mservat 

Average kilowatt 

n on farms jumped fron 
ver 1941 te 13 lin De 

figures, it ts ynted out 


lly reflect the greater use |! 


Chas. K. Lambka Joins 
Hyland Electrical Supply 
CHICAGO--Chas. H. Weic 


Graybar 
and f 


engineering at Armour Institute 














CHARM and 


UTILITY 
Complete 
Unit 
Easy to 
Sell... 


Quick to 
Install 





THE ADJUSTA-POST MANUFACTURING CO 











fag 9 5 


dni | 


OUTLET BOXES, SURFOLETS 


Porcelain Products, lac. 


FINDLAY, OHIO 
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CATHEDRAL TONE 
CHIME 


MODEL C-10 
LIST 58-9 








SELLS BY EAR! 


Here’s a fundamental improvement in tone—and that’s 
where improvement counts when you're selling door chimes. 
The secret is Liberty Bell’s exclusive Resonance Magnifier, 
an ingenuous device that brings out the lovely timbre and 
mellow overtones of a true cathedral chime. Miles ahead 
competitively, with that $8.95 price tag 


Cathedral Tone operates on any standard 10-volt bell trans- 
former, sounds two notes for the front door, one for the rear 


We're talking up the Liberty Line with national advertising 
in such magazines as Better Home and Gardens and House 
Beautiful 


Liberty Bell offers a complete line of sensibly priced door 
chimes from $2.95 to $19.95. Write for current catalog. 


MANUFACTURING CO. 
MINERVA, OHIO 


1924 


DOOR CHIMES, BELLS, BUZZERS. TRANSFORMERS, SIGNALING DEVICES 


Braid Electric Elects 
Harwell Vice President 


\SHVILLI 


Electric Show To Be Held 
At Kansas City In March 


MO | 


WRITE FOR 
CATALOG 5LC 


KRUEGER & HUDEPOHL 


236 VINE ST. »* CINCINNATI 2, OHIO 
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~ CONDUIT CAN BE 


BENT PROFITABLY! 


New Products Make Blackhawk a Major 
Equipment Line for Wholesalers 


“EASY TO FISH” 


Spectacular Sales Greet This 
Latest Hydraulic PortePower Development 


Announcement advertisements in 15 major publications have created 
an immediate flow of orders and inquiries for the new Blackhawk 
Thin-Wall Conduit Bender. Similar response comes for Blackhawk's 


Rigid Pipe Benders, the new Hydraulic Knock-Out Punches and the ALSO 
new portable, motorized Hydraulic Pump 


The many exclusive advantages of this Thin-Wall Conduit Bender ae Ea 
are quickly spotted by contractors, plant electricians and utilities 

Its remote operation means finer, faster workmanship. It handles gy, -.i.wk’sbielic 
114, 114. and 2” sizes—and there's a ready-made market for thin-wall y 


bending attachments among present owners of “Porto-Power’ Rigid 
Benders. Wholesaler inquiries are invited. 


BLACKHAWK 


HYoRAULIC PortoPower equirpmeEeNtT 


| Reneelionestienertionetiaentioneticstieertteeliatedionntiticesttentieestinieedentntte tert tee ted 
SERVICE ENTRANCE CAP BLACKHAWK MFG. CO., Dept. P-4420, Milwaukee 1, Wis 


1819 


Wit t obligat tin B x ‘ 
WHOLESALERS) Blackhawk’'s enture line of Electr 





1 
I 
i 
I NAME 
ATLANTIC CONDUIT FIRM 
FITTINGS CO. .) 
BOSTON, MASS. | 
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*Registered Trade-Mark 


aa 


— 


This year there are three new units in the 
KOOLMASTER line, Specifications are as ..Jlows: 


KOOLMASTER move 18 P-3 (Portable, 3 Speed) 
(18° Blade—Direct Driven) C.F.M. 1900 


R.P.M. 1600/600/500 H.P.1/15 Weight 22 lbs 





KOOLMASTER move 20 P-1 (Portable, Single Speed) 
(20"' Blade—Direct Driven) C.F.M. 3300 
R.P.M. 1600 H.P.1/15 Weight 30 Ibs. 


MODEL 20 W-3 (Window—3 Speed) 

Adjustable to Windows 26" to 36" 
R.P.M. 1600/600/500 
H.P. 1/15 


C.F.M. 3300 
Weight 30 Ibs 





KOOLMASTER move: 24 w-1 (Window, Single Speed) 
Adjustable to Windows 28!/4" to 37" 

(24" Blade—Belt Driven) C.F.M, 4700 

R.P.M. 640 H.P.1/4 Weight 65 Ibs 


MODEL 24 W-2 (Window, 2 Speed) 
Adjustable to Windows 28'/4" to 37 

R.P_M. 640/400 

H.P.1/6 


C.F.M, 4700 
Weight 65 Ibs 





Remember ull NirecooL* and KOOLMASTER’ 
fans are made with nationally known parts, GE 
Motors, Torrington Blades, Standard Bronze Bear- 
ings, V Belt Drives 

No bolts or nuts 
Rated and tested in accordance 


NAFM standard test code 


assembled completely welded 


with ASHVE and 


NITECOOL ATTIC AND COMMERCIAL 
BELT-DRIVEN FANS 

These fans are built for service, with a minimum of 
operating and maintenance cost. Sizes 30” to 48” 
Capacity 5,000 to 20,000 CFM. Designed for attics, 
t commercial and industrial appli ations 


NITECOOL VERTICAL FANS _ 


Designed for home 


Dept. EW 


Write today for complete information on protected franchises - 


RMA Creates National 
TV System Committee 


NEW YORK—Creation of a National 
Television System Committee to attain 
industry-wide agreement on technical de 
velopments needed for the expansion ot 
television to all sections of the country 
and for the of basic stand 
ards whi lor television to 
reality, was announced recently by the 
Radio Manutacturers Ass 


Dr. W. R Baker, vice president of 


ciation 


the Electronics Department of the General 


( and director of 


RMA’s En 
ineering Department, will serve as chair 
mittee. Donald G. Fink 

and David B. Smith 

of engineering 

Corp., are 

uthorities irom 

broadcasting 

1 non-member 


Your customers will get along like 
newlyweds with their electrical appliances, @ 
if the cord sets are CORNISH... 
the sure guarantee of perfect contact 
and long wear... the happy farewell 
to CORDelirium! 








al 
CORDS ane CORD SETS 


APPROVED BY UNDERWRITERS LASORATORIES 


Selected 

by leading 
manufacturers . . . 
why not by YO 


A full line of Flexible Cords 
for the Repair and Service 

industry, obtainable through 
Jobbers and Distributors 


CORNISH WIRE COMPANY, 


15 Park Row New York 7, N.Y. 
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reports to th > and will be available 
for the study of cial problems 
Appointment of the group followed a 
meeting her f the RMA’s Television 
Committee at which the industry's prog- 
n the development of color television 
viewed National 
Committee, it was agr 
vith assembling technical 
] " ation ot chat 1 | 
Irequencies 


1 enable 


Cutler-Hammer Opens 
New Offices In Syracuse 
MILWAUKEI Cutler-Hammet 
It f this city, recently announced th« 
l located 


109 Sout 


of Cutler-Han 


ew otmce 


SERVICE ENTRANCE 
PACKAGE KIT 


The most sensational new development in 
the electrical fitting field is the M. & W. 
plastic transparent cap for service en- 
The new transpar- 
ent plastic ser- 
vice entrance cap 
designed for safe- 
ty and economy. better insulation, safety, and simplified 


trance work. This non-breakable service 


cap with cable hanger attached offers 


installation work. 
The New 


A L L-W E AT H E R A complete service entrance kit OTHER M & W PRODUCTS 
FLUO RESC ENTS } designed for convenience and Watertight Entrance Cable 


Good in Zero Weather economy is now available at your Connectors @ Watertight 
‘ jobbers. The kit, in addition to Connectors Compound 
New method of outdoor light- | the new service cap, contains 2 Filled @ Watertight Rub- 
dive tae aac | watertight connectors, 1 No. 65 ber Bushing Type Connec- 
irecti . 1 i 
streamlined lights completely ; Heeds hy os i 
dominate any surroundings. trance Heads @ Entrance 
Visible a mile away. Attract = : ‘ ' ened ' Service Cable Hanger @ 
; ; H e new vac re car 1 a »( oor 
ane like nothing else can. i coms aan I ee . acum z or Me Wall Flanges @ Ground 
Wherever introduced, other ith clemp for screws his is a standard service Devices and Clamps ¢@ 
lighting modernization pro- a securing ground entrance kit. Special kits are Cable Clips and Pipe Straps 
grams follow. ; wire... no ex available to meet local service @ Connectors, Couplings, 
Rage: eng age : . gp | —_ re entrance requirements Bushings, Washers, Closers 
plete line for a ypes o - 
outdoor lighting. Well engi- 
neered, properly built by @ postT-LITES 


39-year-old company Priced ne Sres . 
* t = 
for popular sale. Mail coupon pnacrwriters’ P = ' 
for Catalog Laboratories 
W. H. LONG CO., 108-114 W. Hilinols St., Chieage 10 5, 


Please mail Catalog and Prices 


one | The M. & W. ELECTRIC MFG. CO., Inc. 


Address | : EAST PALESTINE, OHIO 





nap tence beatin, 


eae 203 





non-watertight connector, 12 
hole cable straps, 1 aluminum 
wall flange with compound, and 











Write for your free copy of the M. & W. Catalog Bulletin No. 18. 
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FULLMAN atwrohbe 


PRODUCTS 


FOR the latest in hunting shirts and 


oe 
4 FLOOR BOX: ¥ 
<<] 
the limit in ringnecks, the electrical 


INSTALLATION = Quick! supply business is pretty well repre- 


sented in this “on location” shot. Nim- 

SERVICE os Dependable! rods, from left to right, are: Jack 
Clark, president of Clark Electrical 

There's no fuss and delay in installing “Latrobe” Floor Boxes Supply Co., Tulsa, Okla.; Jack Squires, 
and Wiring Specialties. manager of conduit sales, Spang-Chal- 
font Division of The National Supply 


Pittsburgh; and Harry Parkins, 


“Latrobe” Products are neatly and compactly constructed to ( 
0. 
Kansas City 


make instalietion easy and assure smooth performance. 
W. F. Howe and Co 


Moe Light, Inc., Is New 
Name Of Moe Bros. Firm 
OR] { SON, WIS Stock 
t N i t et M I ing 
No. 252-R Two Gang Box ats ee reece 
with No. 206-207 Nozzle 


The 2-gang adjustable Floor Box is shown with No - 
208 Receptacle in one section.. One Cover Plate No. 470 “Latrobe 
Flush ; ; 
Brass Plue Pipe or Conduit Hanger 
Sturdy and dependable for hanging pipe r con 
duit %” and i” to steel beams up te 
thick. Large sizes for larger pipe 





has Flush Brass Plug and one has 2 


No. 280 Nozzle with 
No. 200 Cover Plate No. 110 “Latrobe” 
t Receptacle in Brace uel Watertight Box 
ass pipe extens 
desired 


mpact design of the Ne 
s installation time and makes 
08 Receptacle 


br 
{ 


No. 150 Box— 
No. 207 Nozzle 


ompactly built bex for installation 
te floor 


No. 284 Nozzle with 
No. 200 Cover Plate 
tt , Bi ” on or wood finished conere 


Duplex Receptacle z n ' 
t Shown wi ass e 5 e¢ and watertight 
fur , : 242 and large Adjusting Ring 





Cover 





a Y HME... 


LATROBE . . . PENNSYLVANIA MANSON tapes 
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name to Moe 
la 


meeting | 


Kinsey Elected President 
Of N. Y. Electrical Group 


NEW YORK 





to Discard. 
FASHIONED WAYS 


Jacks props shores 

horses why fool with these 
obsolete methods of handling 
reels? DO IT THE MODERN 
EFFICIENT WAY! Reel or 
voree!l wire, cable, rope with 


1( ROLL-A-REEL 


Simple, strong, eas 
ily handled stond 
for your reels to 
save time and labor 
Adjustable slots for 


voriety of reel sizes 


Style A: 2,000 Ibs. cop. 37.50 


Style B: 4,000 Ibs. cop. 75.00 
f.0.b. Cincinnati 


WRITE FOR DETAILS TODAY 


ROLL-A-REEL 


327 |WEST FOURTH STREET 
CINCINNATI 2, OHIO 
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BLACKHAWK 
INDUSTRIES 


Fittings and Fixtures 


UALITY YOU CAN DEPEND UPON 
for PERFORMANCE 


for PROFIT 


BLACKHAWK No. 600 


Watertite Connectors for 
Service Entrance Cable 


BLACKHAWK No. 3626 
Steel Clad Wire Holders 





BLACKHAWK No. 514 


s Porcelain Enamel 
| Yard Lights 


IMMEDIATE DELIVERY FROM ADEQUATE STOCKS 
Write for free Catalog 


BLACKHAWK INDUSTRIES, 


DUBUQUE, IOWA 


Entrance Cable Fittings @ Sill Plates @ Staples 
Connectors @ Box Supports @ Cable Straps 
Locknuts and Bushings @ Wire Holders 
Yard Lights @ Fivorescent Brackets 





VERY Wir , thire ce president; Raphael Pa- 
t ‘NG dé ni f the al Auto Supply & Serv- 
OB y, o., fourth 


vice president 
were: Franklin S. Koons, 


SELL CAN USE vi . { dent f the Queens Borough 


treasurer; H. A 


| " wager, N wk sales district 
lan art! eral Electric Co 
sect t \ una, treasurer of 


ne assistant 
WIREWAYS AND AUXILIARY FITTINGS 


Two Roebling Executives 
Appointed To New Posts 


NTON, N. J.—E. A. Trask, for 
isco office 

v ot ( ali 
duties as 
firm's Chicago 

Bukowsky, formes 

‘ortland, Ore 

Trask at Sar 

MK unced by 

in charge 
ranization located 
& 

PERMITS FASTER, NEATER, SAFER WIRING INSTALLATIONS. go, sti as a war 
FULLY APPROVED BY UNDERWRITERS’ LABORATORIES, INC. =) "uns! ane sinicen: Bie esas aes 


cars ater was 


ing organ! 


KEYSTONE 


known for quality to 


Francisco 
If you're looking for extra profits on the 

wiring jobs you sell, you'll find they're easily pey ® ' Dipaoerseghaiebln Uni 
earned simply by offering your customers Keystone “ wind DCeR. BSS 
square WireWays and auxiliary fittings. For the - toebling since 1925, starting 
Keystone line is the quality line that fits naturally des sman in the logging and mining 
into almost any electrical distribution system. Pro ter Idaho, Oregon and south r 
vides durable, dependable, permanent protection yashingt was named to the — 
for main power lines... for feeders, branch circuits, ahaeoens t at Portland “és 1942 and 
control and signal wiring systems. Quickly, easily t u 
installed saves time, facilitates electrician’s work 
Adaptable to any layout... assures a neater, nicer, 
more flexible job as compared with piping and 





other improvised means 


So, for greater service to your Customers . and 
extra sales and profits for you... make sure you're 
stocked with Keystone—Interchangeable Square 
WireWays  £,7° 30, oe 6 uO im F,.2' 


: Pa 
4 ii and 5’ 


lengths, flangelees with screwcovers 
or with flanges and hinge covers plus auxiliary 
fittings. Complete line of bar hangers and outlet 
boxes also available. Send for fact-filled Keystone 


catalog ind complete price intormation 





MANUFACTURERS’ REPRESENTATIVES: Still o few good Keystone 
pen to experienced men. Write today for complete details 
PRESENT when Andrea television re- 


KEYSTONE MANUFACTURING COMPANY ceiver advertising plans for 1950 were 


recently outlined to more than 60 
dealers, distributors, and agency rep- 


8 SHERW c . CENTER LINE (DETROIT), MICHIGAN 


resentatives at the Terrace Plaza 
Hotel in Cincinnati were, from left to 
right: Henry Kollman, of Haehnle Ad- 
vertising, Inc.; Bill Struble, television 
specialist; Claude W. Johnson, Jr., 
president of the Johnson Electric Sup- 
ply Co., of Cincinnati; Dottie Mack; 
Paul Dixon; and Walter Vogt, Andrea 
dealer 
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ONE GOOD SALE LEADS TO 
ANOTHER WHEN YOU HANDLE 


KEYSTONE 


WIRING INSTALLATION EQUIPMENT 
» 


EXECUTIVES of the residential sales 

division of the Union Electric Co., of 

Missouri, wind up their recent lunch- 

eon meeting for 400 major appliance 

distributors of Greater St. Louis—by KEYSTONE WiREWAYS © 
throwing the “sales ball” to the audi- Flanged, with hinged coven, allele 
ence. in 4" x 4" and 6" x 6" sizes, Standard 
lengths up to 5’. Flangeless with 


screwcover also available 





Schneiderhahn’s Names 
Jackson Sales Manager 
DES MOINES, IOWA—R. E. Me 


Carthy, vice president and general man 
ager of Schneiderhahn’s, Inc., electrical 
appliance distributing firm of this city, 
recently announced the appointment 
Homer L. Jackson as sales manager 
: KEYSTONE 
supervise ict sales managers in low: KEYSTONE 90° ELBOW AND — prop 
and western Illinois PULL BOX REVSIORS JUNCTION 86x For suspending wiring | 
Since his war service, Mr. Jackson has Smoothflow’ inside gadius to serena Wit $1 ete overhead. Mounting screws and nut 
been district sales manager for Schnet facilitate drawing wire through. addition to customary junction box furnished, Sizes 4° x 4° and 6" « 6" 
derhahn’s, Inc., in northwest lowa. Prior Sizes: 4° x 4° ond 6° Ta application, Sizes: 4° x 4"; 6" x 6” —_ 
to that he was company controller for 4 


several years 


KEYSTONE 
BAR HANGER-BOX ASSEMBLIES 
U.S. Rubber Co. Names Shpliow and deep bar hange 
. . Standard or special lengths. Ava 
New Asst. Gen. Manager iilte capaetely or wlth OR on Romen 
Outiet boxes assembied 
Herbert G. Kieswetter has been ap KEYSTONE OUTLET BOXES 
pointed assistant general manager of the 4” octagon boxes made of 14 gauge steel WIREWAY REDUCING BUSHING 
mechanical goods division of the United with 4" or combination Ye" and %" Provides quick, convenient r 
knockouts, or BX or Romex clamps with effecting reduction fror 
nested fit for quick and easy pulling of 4° x 4° WireWays with 
nounced recently by Ernest G. Browr wires to reduce installation cost appeararce or efficie 


vice president and general manager 


States Rubber Company, it was an 


the divisiotr 
Mr. Kieswetter, formerly vice pres Here are just a few of the fast-moving items 
dent and assistant general manager in the Keystone Quality Line of electrical wiring 
United States Rubber Export Company installation equipment. Many more to meet a wide 
Ltd., joined the export company in 1925 range of installation requirements all described 
as a salesman. He represented the con and illustrated in the fact-filled Keystone Catalog 
pany in many parts of the world, spen Write for your copy today! 
ng the majority of his time in the West 
Indies and in Latin America Stocks of standard items intained for i diate delivery. 
In 1942 he was appointed assistant gen Special equipment quickly made to customer specifications. 
eral manager, and in 1945 was named vice 
sresident and assistant yeneral manager | KEYSTONE MANUFACTURING COMPANY 


of the export company 23328 SHERWOOD AVE . CENTER LINE (DETROIT), MICHIGAN 
The mechanical good t 





company manufactures « 
transmission belting, V-belts, hose, pack 
ing, molded goods, automotive rubber 
} 


madreds 


parts, insulated wire and cable, printing 
- 
l 


rolls, offset blankets an 
miscellaneous industrial 4 lucts 


I 
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REDUCE 


REPLACEMENT 
and REPAIR 


CcoOsTs WITH 


> ENCLOSED 
en) SWITCHES 


AND 
SERVICE EQUIPMENT 


From the time they are installed, Arrow- 
Hart enclosed switches stay on the job. 
Every unit — from small, 30 Ampere 
“CR” types to heavy-duty, 1200 Ampere 
“A” types — is designed and manu- 
factured to give years of safe, depend- 
able service. Fewer expensive replace- 
ments to be made — fewer costly repairs 
with Arrow-Hart equipment on duty. 


NEW 
SERVICE EQUIPMENT 


Shown at left, No. 27196 is the latest 
addition to Arrow-Hart’s complete 
27367 line of service equipment. This new, 


a compact, main pull-out type — 3 PSN, 
30 Amperes, no branch circuits 
gives you the same rugged construc- 
tion, the same safe, dependable 
operation as do all other lines of 
; Arrow-Hart products. 
27162 Investigate this line of dependable 


performers today! More than 300 
cataloged items for your every need. 
Let Arrow-Hart work with you on your 
specific problems — help you come 
up with a time-saving, money-saving 


_ 


answer 
29241 
ad SE WRITE TODAY FOR 
{APPARATUS | LATEST CATALOG 
CONTROLS an 
1602 LAUREL STREET 


FOR (gine HARTFORD 6. CONN 


PERFORMANCE 


‘A 


" THE ARROW-HART & HEGEMAN 
ELECTRIC COMPANY 
HARTFORD 6, CONN. U.S. A. 


BRANCHES IN: BOSTON, CHICAGO, CLEVELAND, CINCINNATI, DALLAS, D 
LOS ANGELES NEW YORK PHILADELPHIA SAN FRANCISCO 


Stock available at all branches except New York and Denver 
'N CANADA ARROW-HART & HEGEMAN CANADA LTD. MT. DENNIS, TORONTO 





APPOINTMENT of David E. Allen 
as sales manager of the Anaconda Wire 
and Cable Co. was announced recently 
by H. D. Keresey, president. In oc- 
cupying his newly-created post, Mr. 
Allen will become assistant to L. R. 
Love, general sales manager. 





Graybar Separates Sales 
Of Appliances And Radio 
YORK—Wit ippliances now 
its total sales 
regamzed 
stronger 
yhance line 
equipment 


ement by 


GF13-8 
Ground 
Clamp 


ULL 


One Size Fits BOTH 
Pipe and Ground Rod 


Reduce your inventory with this heavy 
cast bronze Sherman Ground Clamp. 
which fits 44" to %” pipe, as well as 
\2" to 1” diameter ground rod. Quick 
and easy to install—no loose parts to 
handle. Essential for copper ground 
pipe connections—preferable for all 
kinds of grounds. A low cost clamp 
that assures an efficient permanent 


connection 


H. B. SHERMAN MFG. CO. 
Battle Creek, Michigan 


Shotniiue 


Electrical Fittings 
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WHAT 


iS COMING OUT? 


OO 


QD 





A Sensational 


New Development 


by 


BRING 


Watch For It 
In This Publication 


WESTERN INSULATED WIRE CO 


2 SPEED and 
REVERSING STARTERS 


SIZE 1 
ILLUSTRATED 


EKSTROM CARLSON CONTROL 
PANEL 14° x 22" ILLUSTRATED 


STARTERS 


The exclusive A-H mechanical interlock design, employed in all A-H 
2-speed and reversing starters, positively prevents the closing of both 
sets of contacts at one time. Reverse contacts do not start to close 
until forward contacts are completely open. Switches are individ 
ually installed on a sturdy sub plate and are coupled by a depend 
able roller type, free floating deflective linkage to eliminate binding 
and sluggish action. Free release transfer action. 


ARROW 


in GN 


HART 


A-H MAGNETIC CONTROLS FOR BETTER APPLICATIONS FEATURE 


Small size; revolutionary design with new balanced mechanism; 
big, tough contacts — simple to replace; new alkyd hood and base; 
plus easy installation and maintenance. “RA” type magnetic starters 
are available in sizes 0, 1, 2 and 3 in local and remote control or 
selector switch types. All are ruggedly built for long service under 
tough operating conditions. Whether you specify, buy or use mag 
netic control units, Arrow-Hart merits your careful consideration 
eT 
4 nner | WRITE TODAY FOR LITERATURE 
1602 HAWTHORN STREET 
HARTFORD 6, CONN., U.S.A 


“on (Lda on 


FOR (dulande 
PERFORMANCE 
THE ARROW-HART & HEGEMAN 
. ELECTRIC COMPANY 
HARTFORD 6, CONN. U.S.A. 


BRANCHES IN: BOSTON, CHICAGO ot ade y CINCINNATI, DALLAS, DENVER 
LOS ANGELES NEW YOR HILADELPHIA SAW FRANCISCO 


IN CANADA ARROW HART & HEGEMAN mt... LTO., MT. DENNIS, TORONTO 
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G.E. Lighting Institute 
Visited by 35,000 In °49 


Approximately 35,000 persons visited 
General lectr Lighting Institute, 
] 1949 t 


To Handle In Renewing Link 


WARE HI-LAG FUSE Construction establishes a top 
standard for rugged simplicity. There are only 
PARTS to handle to replace blown link:—the Fibre 
Case—the Knife-Blade Assembly—the Closure Ring. 
Only | wrench needed to loosen nuts and slip out 
blown link. Assembly can be inserted either end 
in Case 


Write for Circular—APPROVED BY UNDERWRITERS LAB. 


WARE FUSE CORPORATION 


4420 W. LAKE ST. CHICAGO 24, ILL. 





Pf NULCAN 
ELECTRIC 
BRANDING 
IRONS 


STAMP 
EASILY AND 


PERMANENTLY 
° . 
™ Ad Company names, 
trademarks, initials, 
serial numbers, or any 


design — on wood, 
leather rubber or 


° 
Fixture Hangers aitatner. rl 
For furniture, tires, mov- 


able equipment such as 
ice) INSTANT ALIGNMENT shovels or ladders, 
a wooden shipping cases, 
too! handles, and hundreds of other 
articles whose permanent identification 
At last you can get a Fixture Hanger that turns to any angle after being is desirable 
screwed to an outlet box. Although base and receptacle remain stationary j 
hanger arms may be turned to align with any preconceived lighting plan | SEND SPECIFICATIONS 
Exclusive Friction Ring firmly holds fixture in selected position. Hanger FOR QUOTATION! 
screws on to 3'« or 4 outlet boxes, no other fastening necessary. Fur By the Makers of Vulcan Electric 
nished complete with receptacle, two 8’ chains, hooks and cord clips. Also Soldering Tools 
available with bushed hole only, or with 3 wire solid ground receptacle 
All Friction-Set Hangers are approved by the Underwriters’ Laboratories VULCAN ELECTRIC CO. 
K100 shown above, List Price $1.10 + Write for Bulletins K25, K26 and K27 DANVERS 9, MASS. 
Electric Soldering Tools 


SIMPLET ELECTRIC COMPANY | Electric Heating Unit 


3600 West Potomac Avenue, Chicago 51, Illinois 
11 Park Piace, New Yor 7, New York 
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lighting courses 
nd conferences; 2,109 attending one-day 


meetings for the electrical industry ; 1,703 


j 
tending two-to-five Cay 


representing organizations holding 
ventions in Cleveland 2,005 atter 


ons 


Mitchell Names Flanagan 
As Advertising Manager 


CHICAGO—Robert | 





ELECTRICAL 
SPECIALTIES 


FOR HEAVY 
INDUSTRIAL SERVICE 


‘FROM STOCK 








3-Conductor Single 
Soldering Angie Conductor 
Lug Pothead Pothead 
Write for a complete selection of 


RUSGREEN bulletins 


ENDULATORS (POTHEADS) ALL SIZES « ALL 
SHAPES © ALL VOLTAGES © ALL TYPES 
¢ BUS SUPPORTS + SPLICING KITS AND 
MATERIALS © INSULATING COMPOUNDS 


ee ae 


RUSGREEN MFG. CO. 


14260 Birwood Avenue * Detroit, Mich 


RMI § 


POINT- BY- POINT 


FRICTION TAPE 


Y PERFECT COHESION: Ac- 
curate sticks tight, stays tight to the 
a — not to your fingers 

HIGH TENSILE: Allows time- 
saving fast, tight wraps over the 
most irregular surfaces and splices 
Stretches taut, stays taut perma- 


tly 
i 
7 CLEAN STRAIGHT BREAK- 


OFF: No annoying ravels, no hard 
pulling for a clean break-off when 
you finish taping. Always tears 


gen 

HIGH ABRASION RESIS 

TANCE: Maximum protection 

against scuff, scraping or compres 

sion. Superior weathering qualities 

No substitute offers its sure mechan 
ical protection 


v — READY FOR YO 


All you need to know about tape in one handy brochure 


U NC 


RUBBER TAPE 


UY MORE STRETCH: Has the 
unequalled stretch of genuine live, 
virgin rubber for slim, space-saving 
coverage. Always of uniform width 
and thickness 


SELF FUSING: Fuses without 
heat. Forms a homogeneous covering 
that actually improves with age 
Tackiness exactly right for easy 
working 

PERFECT PIGTAILS: The 
safest, fastest tape for covering pig 
tails that was ever made. No fussing 
or pinching no open ends 


Y DIELECTRIC STRENGTH 
The perfect insulation. Can't crack, 
peel or deteriorate. Superior aging 
quality is a time proven feature 

w THE NEW ACCURATE CATALOG 


Complete 


dota ond specifications including roll lengths and packaging. Write 


for your copy today 
COMPANY 


* 


IF IT’S TAPE.. 
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.1T WILL PAY YOU TO MAKE SURE 


™ ACCURATE TAPE 


Just address ACCURATE MANUFACTURING 


GARFIELD, NEW JERSEY 





Sylvania Electric Names 
Georgia TV Distributor 


i Wholesalers 


} appointed 


CPC-TV 


=" Plastic Clamp 


: OPS for t V i « Rome Cable To Open 
Perfect Control of LEAD-IN TAPES a oo 


Only ONE Nail or Screw 
Perfect Insulation 
Weatherproof 
Tough-Pliable-Permanent 
for the life of the buiiding. 


Makers of famous C. P. C. 742 


Plastic Clamp in 21 Sizes 
Send for 
Circular 3190 


COMMERCIAL PLASTICS CO. 


MERCHANDISE MART © CHICAGO 54 


Eagle Appoints Wienick 


Fo r M 0 d e r n Ti m e C 0 Nn t r 0 i Chicago Representative 


ING ISLAND 


...} he “Model W” by Reliance 


aa 


@ The Reliance ‘Model W is simple in 
design, economical. and thoroughly de 
pendable Available in three types, this 


modern Reliance Switch covers practically 





every time control requirement. Heavy con 

tacts are of pure silver and the entire 

switch is approved by Underwriters’ Lab 

oratories for 50 Amperes at 125) 250 volts 

Reduction ears of the synchronous motor 

run in oil and the housi = sealed for 

lifetime lubrication. Constructed through 

out of the very best materials, the Model 

W is built to the high standards of quality 

maintained for forty vears in Yhe Reliance 

line bon complete inter ithe write 

RELIANCH AL TOMATEH LIGHTING 

CO., LITT Mead Street, Racine, Wiseonsi FRED F. HARROFF, general man- 
ager of the General Electric Co.'s 
Lamp Department, was recently elected 
a vice president of that company, suc- 
ceeding Martin L. Sloan. He will retain 

his position as general manager of the 


Lamp Department 
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FATHER-AND-SON combination is 
now operating in the Chicago district 
ofice of the Paranite Wire & Cable 
Division of the Essex Wire Corp. The 
senior half of the combination, Frank 
Dolan (left), is in charge of the office 
and has headed Paranite sales in the 
Chicago area since 1901. Roy Dolan 
right) has moved over to Paranite’s 
Chicago office as a salesman, after hav- 
ing been with the Chicago Transformer 
Division of the Essex Wire Corp. since 


1933. 








Guth Appoints Two 
New Representatives 


LOUIS—T 


McQueen Resigns As 
NuTone Ad Manager 


4 uf 
\ 


February, 1950 





yy an Pails Way: 
use KEES adju stable OUTLET 


Yes, Kees adjustable outlet box hangers 
are easier, and quicker, too! There's no 
need to notch the joist, for ‘offset’ Kees 
hangers may be fastened to higher or 
lower side of joist. Box may be adjusted 
to any position from in close to ten 
inches out from joist 
Can be used for mount- 
ing any type of box and 
fixture from any type ceil 
ing using any wiring 


Write Dept. 


Since 1874 


F. D. KEES 


A UNIVERSAL 
BOX HANGER 


More easily installed than a bar 
hanger. Fastened to joist with 3 nails 
Bracke? is heavy pressed steel ten inches 
long. Three inches wide at nailing end 
Rigid and amply strong. Lower edge is 
formed into tube on which the fixture 
stud slides. Stud can be positioned ex 
actly. Comes complete with fixture-stud 
and over-size notched locknut. (Outlet box 
not furnished). Write for complete in 
formation 


EWH-I For Free Catalog 


BEAT 
NEBRAS 


S MFG. CO. 


ANY SIZE 


ALL EXTRAS 











NO NUTS - 
NO BOLTS - 
NO TOOLS - 
ONLY A STUD 
for Speedy 
Shelf Assembly ” 





Sold only through Dealers— Never Direct 


9S PRAIRIE 
Phone Aurc 
AURORA, ILLINOIS 


. bunoe wie ~ 


BINS DRAWER UNITS TOOL TEMDERS CARTS INSERTS 


-ELECTRICAL WHOLESALING 


ra 9232 


~gerong 


Beyond 
pelief” 


For Extra 


| Heavy Duty 


Service 
HOW IT GRIPS 
A slope in the 
keyhole joins with | 
the taper on the 
stud to form the 
tightest and 
strongest of grips. 
An exclusive 

Equipto design. 
150 


FREE 
"strated 
Catalog, 


COUNTERS BENCHES 











Stores and factories, especially those that oper- 
ate under conditions of extreme heat or pene- 
trating fumes, provide you with opportunities for exer 
year round profit making! 


And “FRIGID” has the i ing 
equipment to meet the needs and demands of 
these companies 


booth 


Get your share of these “extra” profits 
on your prospects today 


Write for Catalog CIRCULATOR 
and Literature. 22k 


Gives yOu ligh 


where it's needed 


Cat. No 
CLU-1150 


mounted 


splice box 


COMPLETELY ADJUSTABLE 


Here are the most advanced, 
install flood 
contractor to come through walls—elimi 


easy-to 
units yet devised. Permits 
nates outside wiring. Saves time, has 
hundreds of applications. Made of sturdy, 
rustproof cast aluminum alloy 


Write for Information and Prices 


-la® “| dtr 
~Single or wo! 1 LL | Russell, 806 Cham 


Larger Chicago Factory 
Purchased By Markstone 


CHICAGO—Markstone Manufactur- 
ing Co., fluorescent lighting equipment 
manufacturer of this city, recently an 
nounced that it has purchased a larger 
plant at George Street, Campbell and Els 
ton Avenues here in order to increase its 
production facilities 

Taking over a single-story brick build 
housing the Cinch Manu 


ing formerly 





Markstone now occupies 
double the 
it was an- 


facturing ( 
64 000 sq 


rp 
1are feet, almost 
rea of the past location, 


ounced | 
Norge Moves Business 
Offices To Chicago 


DETROIT—The 


Borg-Warner 


Norge Division of 
move 
administrative, sales, advertis- 


Corp. will its 
itive 
departments—now 
city—to Chicago during 
the summer of this year, according to a 
by P. F 
, Norge president 

n the 


and accounting 


this 


ated in 





line of il 


Pp 


exhaust fens, blowers, spray . 
fens, attic fans, otc recent announcement George 


Smit 
h 
_— the Mer 


Mart in Chicago has been leased 


Space second floor of 
andise 


where a permanent display of Norge ap- 


M 


$ & DEVICES FG. CORP . ; 
tr “ N\ maintained in connection 


with offices, it was announced 


pliances will be 





MANUFACTURERS APPOINT 
SALES REPRESENTATIVES 


Cat. No. CLU-2150 
Unit complete with two CLU-150 
lampholders mounted on CLUA-YI 
splice box. 


Berns Mfg. Corp., Chicago, recently 
nnounced the appointment of the two 
representa 
with offices 
Cleveland 
ind Ohio; 


-ons 


tlacturers 
Sullivan 
Building 


j 

Yj tives: Thomas 1 
CLUA-1 4 nm t ' ineers 
Splice box os 0, WH ver i 
with Y%” hub for “ey ind u Dreyt 


\ 
| 
one CLU-150 lamphoider. ces i tlanta a. at 


uss 
and 


‘vat 
X 
d Miami 
Florida 


with 
Fla 


Ill., re- 


the 


CLUA-Y1 Chicago 
Splice box with two 
Y, hubs for two 
CLU-150 lomp- ‘a 
holders. ; the tshurgh area 


ya 


Curtis Lighting, Inc., 
nt announced the appointment of 


Hodges is its representative 1 


Inc., Highland 


announced the fol 


Lighting Products, 


| 11! 
art ill ecently 


ry assignments: Lon 
amber otf Commerce 

state of Florida 
SW 
eOorgia and 
3524 Knoll 


alif 


Sketch illustrates at 
method of = ~-(" Glenn Arnold, 2378 Beecher Rd., 


A) 
> 
installation (( Ye \tlanta : tates of ( 
\ \ Ly 41.1 ‘ > 
SAG ¥ A . , : : 


soutl 
hardt, 269 
Buffalo and 


The THB. Austin Company 


NORTHBROOK 


lectrical Sales 


aa 
MLLINOIS Orleans 18 


Louisiana 
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The Swartzbaugh Mfg. Co., Toledo, | 
Ohio, recently announced the appoint 


nt of the Frank W. Collins Co., 788 


st, MWe Atha, Ga WN) ALL POPULAR CAPACITIES 


l. Fife as its factory repre 
in Georgia, Florida, Alaban 
RSE Pt, CORR EET EEN Proportionately Located 


Current Carrying Short Circuit Links 


baugh Mfg. Co. were the fol Copper Alloy Equal heat distribution 
“ aa oe hie a ahh ’ rs Trigger Spring —no hot spots 
) awl ) aqcaet to he « rito 


S. T. Schoolar Co., with offices 


sctetii: SX ~ el te Wiaat Vis Guarantees accurote, 
territory is being transferred from dependable 

mond office to the Cincinnati calibration in 

f the Frank S. Howard organi production 


Pink 


OBITUARIES 


Frank A. Ketcham 


Atherton Ketcham, who retired 
f the board of the Graybar 


in 1944. died January 24 . 1 7 ; f 
n New Rochelle, N.Y. He ‘“ 2 nN 
of Saginaw, Mich. Mr i SE ‘4 


n October 14, 187 


Ketcham and Flor: ‘ 
, attended SAF: 
fichigan for three years ’ 


THESE THERMAL FUSES 
PROTECT COSTLY EQUIPMENT 


The extreme accuracy of calibration and the extra long timelag 
feature make possible close matching of the fuse to the equipment 
being protected. In the case of poly-phase motors, these features 
give more effective protection against burnouts resulting from 
single phasing. Overfusing is not necessary. Finally, protection is 
afforded from a thermal standpoint against high and detrimental 
ambient temperatures caused by poor contacts, insufficient air 


Supply 
t UPI 
came the Graybar Electri 


Ketcham was desei | enecn 


circulation, etc. 


Listed by 
Underwriters’ 
Laboratories, Inc. 


Frank A. Ketcham 


JEFFERSON ELECTRIC COMPANY 


Bellwood, Illinois 





H 
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vew York, the Wykagy! Coun 

i New Rochelle, Phi ¢ hapter 
ilon, University of Michigar 
Petephone Pioneers of America 
Newcomen So of England 
Ketcham is survived his wife 


Larned 


BEAUTY 
ECONOMY 
STRENGTH 
UTILITY 














v's | Unite To Help YOU- 





seu MSRP 


BATHROOM CABINETS 


nd chairmat e board of plete G 


s& Betts Ce iza 
n Mendhan 
1950, in his 


escended trom 


- DEPENDABLY 
' yours 
| FOR A 


QUALITY 

VALUE || "He: was a member of the Society of 

eeneee | Sacre Wes, Se Uae Oe in 
FEATURES =} in New Jersey. He was also a forme 











TOPS « 


+400 

@ T-rated-Plus... 

© Sm-o-o-th, Positive Action 

®@ No Arcing — No Pitting — 
No Failures 

¢ Compact—But Strong and Philip W. Skogmo 
Mighty ? W. Show 

e Saves 10% Wiring Time jl | 


+300 

e T-Slot Plus... 

® Uniform, Preset Pull 

@ Solid, Eye-Appealing, 
Strong 

® Huge Screws—Backed Out 
—Ready 

® Saves 10% Wiring Time 


Meet and surpass REA & 
Federal Specifications 


@ WRITE FOR CATALOGUE 





FL 


FOR 


SODERING 


U X 


AND LITERATURE! 
OVER 100 NEW DEVICES 


SLATER 


ELECTRIC & MFG. CO., Inc. 
WOODSIDE, L.1., N. Y. 








BRAZING 
WELDING 


L.B. ALLEN CO., INC. 


6701 Bryn Mawr Ave 


Chicago 31, U. S. A. 








MODEL CC629. H 


€ 
There's A GOSLEE BATHROOM 
CABINET for every home. 
Write for Literature! 
e 


J. R. GOSLEE CO. 


1807 Columbus Rd., Cleveland 13, O. 
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Wholesaling firnis with o 


stores “and. 1,900 dealerships in th An important question with all WHOLESALERS» 


United States and Canad: 


As young men in their early bonnie 177 
©5258 | "HOW CAN I GET MORE PROFITS? 
business in 1920 at Fergus Falls 

n 1925 they founded Gamble Stores 


g their first retail store 


Mint 








8972-8974-8976 YARD LIGHTS 


JACKSON vanoticuts 
Give the Answer 


es If it's QUALITY . . . GOOD APPEARANCE ... 
niga SERVICE . . . BUSINESS WITH PROFIT you want— 
National Adequate Wiring Bureau, JACKSON. gives you all these. We can supply 
lequate Wiring Conference, Statler YARDLIGHTS of modern design—one-piece 
Hotel, St. Louis, Mo., February 16-17 gauge steel, finished with three coats o VITREOU JACKSON 
National Rural Electrification Asso- PORCELAIN ENAMEL. Completely wired and I, Quali 
ciation, Annual Convention, Hote assembled. Withstands wind and weather. Listed ‘pRoDucts 
Stevens, Chicago, Hl, March 6-9 by U. L—approved for R. E. A. installations. Send 
National Electrical Manufacturers for facts and figures. 
Association, dgewater Beach Hot * Sold only thru WHOLESALERS 
Chicago, I, March 13-1 + Manufacturers of Lighting Equipment 


National Association of Electrical 


wmrmmumememmncnimnme JACKSON ELECTRICAL COMPANY 


Hal tlantic ( 
900-910 W -VAN BUREN STREET CHICAGO 7, ILLINOIS 








11_1 
it 





LINES WANTED 


Responsible Manufacturers’ Representa 


tives covering Oklahoma, Texas, Louisiana 
and Mississippi 
With Sales Offices at Houston, Dallas 


Texas, and New Orleans, Louisiana 


Can give complete coverage for addi- 


tional Electrical Products in this area 


Box 1937, Electrical Wholesaling, 
520 N. Michigan Ave., Chicago 11, Ill. 


Faster Installation! 
Nails to Studding Nail holes in box sides pro- 


vide fast, easy installation. 
MANUFACTURER’S Evenly, Accurately, ios none te aaleeden 
: bracket. Nail heads driven in 

REPRESENTATIVES in a Matter , Nail heads driver 


tight—box is never out of line. 


WANTED of Seconds... perfect Alignment! 


3 nubs facing outward on 
each side of box prevent box 
from tilting. First nub is 7/,” 
from front of box to permit 
adjustment for wallboard or 
plaster. 








Progressive manufacturer of line 
of connectors, competitive in 
price and quality, offers oppor- 
tunity to aggressive and ener- 
getic representatives with es- 
tablished following. Please write — 
giving full details of background or New Wiring : 
and territory covered. oo he Wt E hactia Coupe 

Box 2050, Electrical Wholesaling 
330 W. 42nd St., New York 18, N. Y. Write for descriptive 
price sheet No. A-!-a 


ag 


NORTHBROOK 5 
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WHEN YOU USE 
PLIERS... You need 
CHANNELLOCK 


ARQOCOrFKFMZAZPIO |i 


Cc 
H 
A 
N 
N 
E 
L 
L 
Oo 
c 
K 


AQOPFMZAZ>PIO lll 


No matter \ 4 
what you ur\t 


work \ 
plumbing, \ 
electrical, 
automotive, 
aviation, 
battery 

ignition here 

is a Channellock 
plier designed 
specifically for 
your job. If you use 
pliers you need 


Channellock 


The exclusive tonque and groove 
joint gives you these ‘'plus’’ features: 
Greater Strength, Longer Wearing, 
Self-Cleaning, Closely Spaced Ad- 
justments, Visible Adjustments, No 
Wear on Joint Bolt 


© FRQOOrFPFM2Z2ZrIO 


ZQOrFrFmMZZrIroO 


Send for Catalog C-7 today 


HAMPION DEARMENT TOOL CO 
MEADVILLE + PA. 


Only 
Champion DeArment makes 


ASSOCIATION NEWS Sacco ote 
, " a i ely t st added sae inane 


1950 Officers 


CAMDEN 


{ 
Clark, residentia 
leveland Electric 


oat 
side 


CLEVELAND n the _ Electrical 


LOS ANGELES 


QUALITY 
CABINETS 


PRICED TO SELL— 
PRICED FOR PROFITS 


® RP-1624F 
Gen aeacien 14° x 21° 


WINDOW GLASS COMPANY 
1045 St. Clair Ave. Cleveland 14, Ohio 
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f the industry and broader 


7 its activities 


Adds Lighting Division BE RN S 
Che newest group in this ass« 1 
s the Lighting Division which is cor We 
posed of tho vithin tl idustr 


ctivities 
Studn 


Smut! 


Incandescent 


W. Dalbey of Electrix 


All AmeRic 
a 
Foorsau Team 


NEW YORK—The “1950 Works 


for Electrical Living” sponsors 
the Electrical Women’s Round 
started on January 25 at General 


tric s auditorium, 5/70 lLexingtor \ : A GREAT BIG 
a tour-day sessiot inuar ; PLUS FOR you! 


‘reparation; March 4 * 4 We're teaming Air King's outstanding, 

March 29 Llous i quality and style with a powerful national 

Home I ‘ — advertising campaign--to do profitable 

things for you. 12,570,195 copies of Amer 

ica’s best selling magazines, a widespread 

barrage of page-dominating trade ads, and 

timely newspaper ads by the country’s 

leading stores will do a super-selling job 

for you throughout the coming season 

; rf lake advantage of these multi-million 

PITTSBURGH—Probably ¢ most ‘ —_ sales messages! Stock, display and pro 
asi | hone ; mote Berns Air King Fans! Make this the 


iccesstul exposition of its ; . 
hottest summer you've ever known 


More Attractive Than Ever 
ORIGINAL REVERSIBLE WINDOW VENTILATOR 


The exclusive Air King Window 
Ventilator that created a sales 
sensation is still first! FIRST 
IN STYLE 1950 model with 
improved, atreamlined desgn 
FIRST IN EFFICIENCY 
maximum air delivery in any 
position. FIRST IN SAFETY 

fan blade is always out of 
reach. It's easier to operate, just 
the flick of a finger changes it 
from an exhaust to an intake fan 
and back again. Way out in front 
in value at new low prices every 
one can afford! In 10”, 12", 16 
and 20° models 





DELUXE FLOOR CIRCULATOR 


+ 
a = The outstanding style leader in fast-selling floor cir 
wn i mye Z i 1 culators. Completely new in design typical Air 


King quality for unequalled efficiency. 12° model in 


beautiful Sunset Tan finish. $39.95 inet. tax. 


CUTOUT MATERIALS ECONOMY FLOOR CIRCULATOR. Sells on gight 


because never before a quality floor circulator at this 

amazingly low price. Makes the most bud -cOo 

Plug Fuse and scious ereupect enema he en ‘A a P for 
Cartridge Fuse Cutouts every dealer’ 12” model only. $24.95 incl. tax. 

* More New 1950 Air King Models: 

Plug and Cartridge e HORIZONTAL CEILING FAN oe BUILTIN KITCHEN FAN 
Fuse Entrance Switches Jaraingies Ai Mingiins ae gua Oar dheaner 
Battery Switches source for practically all your fan needs! 
Meter Test Blocks SOLD ONLY THROUGH LEADING ELECTRICAL WHOLESALERS — Ask 


152 Plum Street 
Trenton New Jersey 
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Horizontal 
or vertical 
discharge ot 
ceiling level 


Built-in 
conduit box 


MODEL 2501 


Motor dis 
connect plug 


Motor 
completely 
outside greasy 
ow stream 


Squirrel cage 
blowers 


Quiet air inter 





Easy to remove 
ond clean —no 
tools required 
Attractive 
rectangular 
grille with 
dripless 

bors 





ONLY THE 
TRADE-WIND 


CLIPPER 
HAS ALL THESE 
ADVANTAGES 


For the best method of ventilating 
kitchens, bathrooms, laundries, dens or 
other small rooms specify and install the 
Trade. Wind Clipper. This proven ventilator 
is the only small room unit that gives the 
home owner every worthwhile advantage 

Squirrel cage blowers, accepted and used 
in air conditioning systems and for forced 
air heating, ore used exclusively in the 
Trade-Wind Clipper. This forced air 
discharge, located at the ceiling, traps all 
unwanted air and expels it instantly. Trade 
Wind also has located the motor completely 
outside the greasy air stream. The motor 
stays clean indefinitely —requires for less 
service — and is guaranteed for 5 years. No 
other small room ventilator combines all 
these outstanding advantages. In addition 
Trade-Wind Clippers ore easy to install 
they are competitively priced*—and they 
make every new owner another salesmon 
for the Trade. Wind line 

Get the complete story from your local 
supply source, of mail the coupon today 


“Important price reduction has just been 
made on Mode! 2501 


MAIL THE COUPON TODAY 
Sa RENE momr eine 
TRADE-WIND MOTORFANS, INC 
5721 S. Moin St., Los Angeles 37, Calif 


Please send me the complete story on the 
Trade-Wind Ceiling Ventilator 


Nome 


MORE FACTS COST CUTTER FOR 


ON PRODUCTS 


Aircraft Instruments 
, , 


ence andhook tall 


perath 
erati 


when ~ritiog ELECTRICAL WHOLESALING 


mention 


Arc-Welding Accessory \ 20-page 
GEC-253A containing de 


specifications and 


catalog 
ptions 


than 150 are 


prices ot 
welding accessories 
ailable fron 
Schenectady 


ree! announced as av 


When writing ELECTRICAL WHOLESALING 


mention 


Commutator and Slip Ring Mainte- 

nance—l’rocedures and methods " 

monly encountered in comn é ry al 
maintenance problems = are 
in a 40-page handbook issuec 
Industries, Inc Sycanx 


4 re 


when «ritins ELECTRICAL WHOLESALING 


mention 


Equipment—( utler-Hani 
Milwaukee 


ld 
three folders 


Control 

Ine 315 N. 12 St 

\\ has publishes 
t listing 


akers MS 


profit-maker for you... 
GREENLEE PIPE BENDER 


You've prospects galore today for this 


timesaving tool that cuts labor and 


materials costs, speeds conduit installa- 


When writing ELECTRICAL WHOLESALING tions. Quickly, easily makes “on the 


mention : ' j 
bends in pipe and rigid conduit up 


Electrical Connectors and Accessories t thin-wall conduit, tubing, bus- 
\ ittractive iral bound, 68-pag ars. The GREBNLEE Hydraulic Bender 


s one-man-operated for fast, accurate, 
itorm bending. Easy to set up and shift 


trom job to job. Owners report 


h 





it often pays for itself on first 4 
tew jobs. Talk about the 


GREENLEE on every call, see 


WANTED how tast it builds good profit 
for you. Write today for free 


booklet E-201 


New Type automatic tire 
tor homes, 


approved 


i 
GREENLEE 


territory write 


FIRE LITE ALARM 
Box 68, Irvington, N. J. 


Other fast sellers in the GREENLEE timesoving line 
Hand Benders for Tubing * Hydraulic Pipe Pushers 
Knockout Tools * Electricians’ Auger Bits and Drills 
Joist Borers*RadioChassis Punches *and many others 








Greenlee Tool Co.,1842 Columbia Ave., Rockford, II! 
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7 Ohio NOW READY 
Wren ios"? ELECTRICAL WHOLESALING YOURS FOR THE ASKING 
BULLETIN ‘S” 
Electric Blowers and Exhausters— 
Bulletin 399¢-D iusirates Type °3 A COMPLETE DESCRIPTION OF 
meee on” wails $ LIGHTING EQUIPMENT for 
ypical appli GYMNASIUMS and SWIMMING POOLS 


ex 





e HIGH BAY REFLECTORS FOR OPEN CEILING 
Wien on”? ELECTRICAL WHOLESALING @ RLM DOME REFLECTORS FOR SUSPENDED CEILING 
@ MERCURY LAMP REFLECTORS 

Fans & Ventilating Equipment—Th« @ VAPOR PROOF FIXTURES FOR SWIMMING POOLS 


; oon = ventilating equipment e@ SHOWER ROOM FIXTURES 


Circulators & Devices 


2 Rose St., New York @ BRONZE EXIT FIXTURES 


' | 
s the desk, cethng and 


lele exhaust fons, window @ UNDERWATER FLOODLIGHTS 
en SS ee @ WIRE GUARDS AND ACCESSORIES 


When writing ELECTRICAL WHOLESALING DISTRIBUTED THROUGH ELECTRICAL WHOLESALERS 


mention 


cient published bys & M Lamp IMO bpik ELECTRICAL MFG. CO. 
gel, illustrates and describes tte con . ct 1 4223 W. LAKE ST. CHICAGO, ILL. 


y's line of more than 100 flood lites 


d reflectors, and lists accessories and 


























parts 
part 


When writing ELECTRICAL WHOLESALING a Re I eR ee CSN eg Lg oe 


mention 


\ Made in standard depths 
Planned Industrial Lighting . and combinations ier ane 
lanned lighting equipment selectior with heavy or thia wall con- 
yplicatior it duit, armored cable, ron- 
metallic sheathed cable, 
flexible steel conduit or 
flexible non-metallic tubing 
(leom). Also oe complete line 
of covers for each type and 

size of box. 


When writing ELECTRICAL WHOLESALING 


mention 


. —— 
SALES REPRESENTATIVES [| (ec Ge eee 
WANTED | 





TERRITORIES AVAILABLE: r b a 7 > ; 
Bost New Engl | States \ 4 


AUSTIN No. 2-0-4 AUSTIN No. ONX 
4-11 16° Squere Outlet 4° Cable Bex 
Box 


WRITE FOR INFORMATION AND at rae 
PRICES ON ENTIRE BOX LINE IM Me CTT 
ir \ roina ae - 
Box 2142, Electrical Wholesaling ', Rt TES TAL LLL 
520 N. Michigan Ave., Chicago 11, Ill. SOLD ONLY THROUGH WHOLESALERS 


( if ] 
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~~ UNIVERSAL 


CLAY PRODUCTS CO. 


1549 EAST FIRST ST. 
SANDUSKY, OHIO 


ADVERTISERS’ INDEX 


Accurate Mfg. Co. 

Acme Electric Corp. ..... 

Adam Electric Co., Frank 

Adjusta-Post Mfg. Co. 

Advertising Council, Inc. 

Air Controls, Inc., Div. of 
Cleveland Heater Co. 

Air Equipment Co. ‘ 108 

Allen Co., Ince., L. B. “a 122 

All-Steel Equipment, Inc. 41 
American Steel & Wire Co... .60, 61 

Anaconda Wire & Cable Co.. . 50 

Appleton Electric Co. .64, 65 

Arrow-Hart & Hegeman Electric 
Co., The - .114, 115 

Atlantic Conduit Fittings Co. . 107 

Austin Co., The M. B. 120, 123, 127 


Berns Mfg. Corp. . ; 125 
Blackburn Prod. Corp., Jaspe 15 
Blackhawk Industries ‘ 111 
Blackhawk Mfg. Co. .. 107 
Briegel Method Tool Co. 26 
BullDog Electric Prod. Co. . 54 
Bussmann Mfg. Co. Fourth Cover 


‘arboloy Company, Inc. 

‘ertified Ballast Mfrs. 

‘hampion DeArment Tool Co. 
hampion Lamp Works 

‘irculators & Devices Mfg. Corp. 120 
‘ommercial Plastics Co. .. 118 
‘onduit Pipe Products Co. 14 
‘ornish Wire Co. ee 108 
rescent Ins. Wire & Cable Co. . 27 
utler-Hammer, Inc. : 11 


( 
( 
( 
Cc 
( 
( 
( 
( 
C 
Cc 


Economy Fuse & Mfg. Co. 
Equipto, Div. of Aurora Equip- 
ment Co. tas 119 


Federal Electric Prod. Co. 
Fire Lite Alarm 
Fullman Mfg. Co. 


General Electric Co. (Lamp 
Dept.) 

General Switch Corp. 

Goslee Co., J. R. 

Greenlee Tool Co. 

Guth Co., The Edwin F. 


Hazard Ins. Wire Works Div. 
Heinemann Eleetmic Co. 


Iig Electric Ventilating Co. 


Jackson Electrical Co. 

Jefferson Electric Co. 

Jenkins Bros. 

Jones Metal Prod. Co., The 102 


Kees Mfg. Co., F. D. 119 
Keystone Mfg. Co. 2,113 
Killark Electric Mfg. Co. 35 
Krueger & Hudepohl 106 
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Leader Electric Co. ....Second Cover 
Liberty Bell Mfg. Co. 


Long Co., W. H. ‘ o> — 


M&W Electric Co. ae 
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GSS mewsrsense SESE SESE EEE EEE 
3 “We stopped motor burnouts 
and saved time and money for 


a large company .. .”” 5 7 | 
“Recently, while rewiring part of a large OW fo TTI 


manufacturing plant here in Salem, we installed 
Fusetron dual-element fuses in motor-running 
protection size to back up the overload pro- 
tection already installed on the motors. 

“On several occasions, for some reason, these 
protectors failed to operate when they should 
have and the motor would have burned out 
except for the opening of the Fusetron fuses. 


“The company’s plant engineer was so im- 


pressed by the way these Fusetron fuses pre- * 
vented damage to the motors and saved the 

company time and money that he authorized us tT / 
to install Fusetron fuses throughout the entire 


plant.” 
Howard Firestone, Owner 
Firestone Electric Co. 
Salem, Ohio 
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On every call have some 


Fusetronesuses particular item to talk to 


leeks. your customer about. 


10 POINT PROTECTION dai ' 
This will keep the con- 
1 Protect against short-circuits. \ ersation from Ww andering 
2 Protect against needless blows caused by harmless overloads. ° a Saas | 
3 and it is surprising how 
) many items you handle that 
Provide thermal protection for panels and switches - ¥ - 
against damage from heating due to poor contact. are of in te rest to m ost 
Protect motors against burnout from overloading. 


Protect motors against burnout due to single phasing. b uyers— fo rexam Pp | e— 
Fusetron fuses. 


ee, 
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Protect against needless blows caused by excessive heating 
lesser resistance results in much cooler operation. 


x 


SIM 


without extra cost. 


Make protection of small motors simple and inexpensive. 


ws 


Protect against waste of space and money permit use of 


proper size switches and panels. y ou W ill find it pays off 


Protect coils, transformers and solenoids against burnout. ° _ 
in sales to tell fuse users 


3 Stop Wasting Time and Money — about them. 


FUSETRON dual-element fuses give 
All-Purpose Protection. 
oO 
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4 
5 
6 
7 Give DOUBLE burnour protection to large motors 
8 
9 
10 
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Bussmann Mfg. Co., St. Louis 7, Mo. 


ne needless shutdown or one lost 
motor or one destroyed switch or panel 

may cost you far more than replacing 
every ordinary fuse with a FUSETRON 
dual-element fuse. 


Division McGraw Electric Company 
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Don't risk such losses protect yourself 
by installing a FUSETRON fuse in every 
set of fuse clips throughout the entire 
electrical system. 

BUSSMANN MFG TRUSTWORTHY NAMES 
University at Jefferson St. Louis , a 
ELECTRICAL PROTECTION 
FUSETRON is a trade mark of the Bussmann 
Mtg. Co., Division of McGraw Electric Co 
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